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LAST NIGHT'S CIRCULATION 8,818 


Three Months' Average 8,704, Member A. B. C. 
ELYEIA, OHIO, SATURDAY, OCTOBER 4,1924 
Weather Indications: Mostly cloudy with 
night and Sundaj; 
PRICE 2 CENTS 


SLATED TO HEAD 


VAN SWERINGEN 
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Robert Jackson, 75, Col- 


lapses as Flames Swept 
Dwelling at 638 Lake 
Avenue 
Early 
This 


Morning 
An aged man was carried to 


Safety and his wife barley escap- 
ed with her life when fire partial- 
ly wrecked the home of Mr and 
Mrs. Robert Jackson, colored, 633 
Lake A\e, about 1.30 a. m. to- 
day 
j 


Mr. and Mrs Jackson, both 75, 


•were awakened by Sterling Scott, 
a roomer, who 
discovered 
the 


blaze 
Scott shouted to them to 


flpe 
Their bedroom was on the 


second floor. 


Mrs Jackson 
descended 
the 


stairs and opened 
the 
kitchen 


door. 
A rush 
of 
flames 
and 


smoke drove her back. 
She dis- 


covered that her husband had col- 
lapsed 


Edgar Herzog, 642 Lake Ave , 


rushed into the burning home and 
carried the aged man to safety. 
None of the occupants 
of 
the 


home were burned. 


The alarm was turned in by 


Jimmie Burns and companions 
returning from a dance at Lo- 
rain. 
They saw the 
house in 


flames and shouted to firemen at 
No. 3 
station. 
This 
company 


reached the blaze first 
putting 


the pumper into service. 


The auxiliary hose truck from 


No. 1 station arrived, lading in 
a second line 
Five minutes lat- 


er the fire was well under con- 
trol. 


Chief Bates said he was unable 


to determine the exact cause of 
the fire. 


Their home practically wrecked 


by fTr" 
3 and water, Mr and Mrs. 


Jackson refused to leave though 
her daughter and neighbors of- 
fered shelter. This is the sec- 
ond time the Jacksons ha^e been 
burned out. 
The loss will reach 


several hundred dollars 
and 
is 


partially covered by insurance. 


Announcement was made todd\ 


that the Willys-Overland plant in 
this city is preparing to eompletn- 
ly close their factory here, and 
that on Tuesdaj and Wednesday, 
October 21st and 22nd aP surplus 
stock and equipment will be f-o'd 
at auction. 


ln^ this plan of 
disposing 
of 


surplus and obsolete material and 
equipment the Wilhs-O.er'and i> 
following the plan adople t by th' 
U. S government after rat war 
by employing professional 
aiu- 


uoneers to dispose of tne stock 


Only a portion of the 
plant 


here has been in operation dur- 
ing the past jear, or since 


RENOUNCES HIS U. S. 
CITIZENSHIP TO BE 
BROKER IN BRITAIN 


John J. Bernet of Cleveland 
-"O 
t l»v 
ptl^c 
J C C l l , 
U I 
SillCP 
inri 
f\ 
I 
I 
VUIUV1, 


building of the:r Willjs-Kniglu 
U"> who be&an llis railroad career 


engine was consolidated at thea 
plant at Pontiac, Michigan, 
that time the local p!ant has 
in operation in building the fam 
lighting unit 
for 
the 
Electru 


Auto-Lite Co , of 
Toledo. 
This 


work having been completed, the 


| machinery and equipment will be 


of 
additional 
machinery 
and 


equipment that has been obsolet- 
ed through changes in manufac- 
ture and through more efficient 
factory methods will be sold at 
the Toledo plant on October 23 
and 24 


General Manager Frank Andin? 


of the local plant states that this 
sale winds up the affairs of thd 
factory and that it will be com- 
pletelv 
closed down 
He aLo 


states that so far as he knows no 
other 
factory 
has 
leased 
it 


However, it is known that at least 
one important factory 
deal has 


been in process of negotiation for 
some months The cleaning out f 
all surplus machinery and equip- 
ment will leave the buildings in 
good shape for any factory that 
may wish to occupy them. 


as a telegrapher, is slated to be- 
come president of the new Van 
Sweringen combination of fail- 
roads. 
He is president of the 


Nickel Plate railroad. 


Atty. Gen. Crabbe and 


Others Will Expound 
Party's Campaign Is- 
sues at Wellington; Big 
Attendance Expected 
An old time Republican rally 


GRIFFITH STADIUM, WASH- 


INGTON, Oct. 4.—Dropped down 
m the midst of a world's series 
for the first since baseball ceased 
to be a pastime for gentlemen 
•with long hair and short breath, 
4u 000 Washington citizens held 
high carnival this afternoon as 
the New York Giants 
and 
the 


Washington Senators stepped out 
for the opening game of the cham 
pionship of all championships. 


The line up for today's open- 


ing world's series game was: 


Washington — McNelly, c f; 


Harris, 2b; Rice, r f; Goslin, 1 f; 
Judge, Ib; Bluege, 
paugh, ss. Ruel, c; 


3b; Peckin- 
Johnson, p 


fanned to stir up the vnfers of 
the southern part of Lorain coun- 
ty will be staged at Wellington 
tonight, with speakers of state- 
wide note scheduled to address 
the gathering in the interes's of 
the Coolidge-Dawes campaign. 


Candidates for lesser offices on 


the Republican ticket will also be 
extolled and votes sougLt for the 
G 0 P. in what is conceded to be 
the mofct critical campaign year 
in the history of the party. 


Attorney General C. C. Crabbe 


will be the headliner of the rally 
With him will come Mrs. Thomas i !,--...,„_ 
J. Maxwell of Fremont, a state G. Decaase 
0 P. campaign speaker 


Attorney Arthur J. Doyle, Ak- 


i ron, will speak in the interests of 


candidacy for representative 


New 
York—Lindstrom, 


Frisch, 2b; Young, rf; Kelly, cf; 
Terry Ib; Wilson, 
If; 
Jackson, 


ss; Cowdy. c; Nehf, p. 


Johnson Rampant 


WASHINGTON, Oct. 4.—Storm 


clouds, black looking and ominous 
hung lo« today over the citadel of 
big league baseball. 


Ban Johnson, the peppery head 


of the American League, who was 
shorn of much of his authority in 
1919, is on the war path again. 
Using the unsavory 
O'Connell- 


Dolan scandal as a club, he has 
apparently started a renewal of 
his bitter warfare with Judge Lan- 


CLEVELAND MAN IS 


W. F. Mellon, famed stroke^ in 


the Oxford University crew, is 
renouncing bis American -citizen- 
shjp.so he can-gain a seat on the 
English stock exchange. 
On 


British are allowed to be mem- 
bers of the exchange. He is a 
relative of Andrew W. Mellon, 
secretary of the treasury. 


First Vice President of 


Lorain County Savings! 
& Trust Co. To 
Forest City Steamship ia congress 
CO., at Cleveland - 
It is expected that Judge Ross 


Nov. 1 
S. H. Squire, first 
vice presi- 


Man-! cknt of the Lorain County 
Sav- 


ager Anding has been in charge ings £ Trust Co has tendered nis 
of the plant here for some time, i Designation, to become 
effective 


On w. Funk, Wooster, presiding judge 


of the Court of Appeals, a candi- 
date for re-election, will also be 
present and speak. 


Republican headquarters here 


atnounced today that interest in 
the rally was running high and 


n t o o f at 
intention 01 at- 


tending. 


The meeting will begin at 7:30 


and states that when all is over ] November 1st, he announced to- . 
he will probably be transferred j dav. At a recent meeting of the I that a *unVber rrom Elyria had' 
elsewhere 
! rorest City 
Steamship 
Co.. of ' °Yn'~°ac°* "^ 1"t°"f'"" ~* '*-' 


But 24 people were employed ' Cleveland, he was elected 
secre- 


at the local plant and many peo-jtaiy and treasurer, and leaves the . ,, ,,, ,, 
Pie belie\e that by leaving t h e j b f n k to accept that position. For I m the Wellington °Pera. housa^ 
city the 
Willys-Overland 
leaves sonic- ye?rs Mr Squire 
has been ' 


the buildings completely for anv : interested in the steamship ccm-! 
new manufacturing concern which pany which has a fleet of six boats ! 
may locate here with a poss-bil-, one of which is named after him. 
ity of offering 
a 
much 
larger 


scale of employment. 


MUM 


CLEVELAND, Oct. 4.—Carting 


away the safe of the Producers i 
Milk Companv here early today, 
and then cracking it. robbers ob- 
tained close to 51334 63 accord- 
ing to police. 


Officials of the company did not 


know they had been robbed until 
notified by police who found the 
ripped safe on the outskirts of the iasTnight Vus7d a wreck of 
city. 


EAST LIVERPOOL, Oct. 4.—- 


About $105 in cash and stamps 
was obtained by robbers here to- j 
day when they broke into the 
ticket office of the Ceramic Thea- 
ter and carried away a 200 pound 


Bandits After Cut 


Switch Throws Eight 
Coaches Into Ditch at 
Aviston, 111. 
AVISTON, 111 , Oct. 4.—Posses 


today were seeking bandits who 


fast Baltimore and 
Ohio 
rrail 


train here: Engineer Van Olman, 
vas k'lied; fireman Pure ell fatal- 
ly injured and fifteen passengers 
badly injured. 


Eight 
coaches 
of the 
train, 


hid in the theatre following last 
night's show. 


HTS 


ICE OF 
EH! 


CLEVELAND, Oct. 4—Two dry- 


agents working out of Justice of 
Peace Hawkm's office at Dover, 
will be arraigned in police court 
here today, on charges of accept- 
ing a bribe. 


The men: John H. O'Brien and 


This 
announcement removes 


from prtive business life hare, 
one who has tor years been prorn- 
' ment m the social and business 
hie of the community. He entered 
|'.:e backing business as a cleik in 
the First 
National 
Bank thirty- 


years ago. 
His 
progress 
was 


steadv, and on the death of the 
lite E E Williams, the cashier, 
he succeeded to that position On 
the mrrger of the First National 
with the Lorain County Sa.mgs 


Tm~' Co . he became first Mce 


president, a position he has since 
IK id 


He has served the city as coun- 


cilman, was 
a mernbei 
ot 
the 


board of education, sinking fund 
trustee, and was safety director 
under Mayor Tucker. He has also 
served as president of the Rotary 
Ciub, and wa B State Rotary Gcv- 
einor, and delegate to tne ni'er- 
n-Uional contention at Eamburgh. 
Scotland. 


Mr Squire states that he will 


retain lus residence here, and will 
still be connected with the oank 
c 
1? a d -ecior and officer, and 
a 


member of the finance 
commit- 


tee. 


Michigan authorities refused to 


honor extradition papers and Pa- 
trolman Corbett Southam, depu- 
tized to bring Jesse Proper back 
from Flint to answer to a charge 
of non-support, 
returned 
last 


night empty handed. 


A hearing was 
held 
in 
the 


Michigan city. 
Through lack of 


dis. 
It was announced in Chi- 


cago 
yesterday 
that 
Johnson 


would not attend the world series 


in bis own words, "The 


Giants were unfit to take part in 
it." 


With this vicious slap, Johnson 


also took occasion 
to 
criticize 


baseball high commissioner 
for 


not calling off the series. 
And 
ie went clear back to 1903 to dig 
up a club to use on McGraw. 


GRIFFITH STADIUM, WASH- 


INGTON, Oct. 4.—The most opti- 
mistic person in the world this 
afternoon was a Salvation Army 
girl. 
She stood just outside the 
entrance of the park and 


her tamborine at people 


who had hocked, stolen and bor- 
rowed to raise money for a seat. 
An hour after the gate was open- 
ed she hadn't collected a dime 
and the arm shaking the tambour- 
ine 
was 
developing 
"charley 


horse." 


Only because they were inter- 


ested in seeing that the fire laws 
were observed and not because 
they were interested in ball, there 
were lots of firemen on hand. 
They had a hard time of it find- 


President Outlines For- 


eign Policy in Address 
at Dedication of Monu- 
ment to First Division 
War Dead 
WASHINGTON, Oct. 4—Stand- 


ing in the shadow of the great 
State, War and Navy building. 
President Coolidge this afternoon 
dedicated a magnificent 
monu- 


ment in memory of the five thous- 
and dead of the First American 
Division in the World War and 
took occasion to outline his fore- 
ign policy with a declaration op- 
posing any alliances or 
interna- 


tional combinations which would 
keep the United States from chart- 


;ELYRIAN 


IS ALSO ARRESTED 


Fred Griffis, 33, colored, chang- 


ed his mind about wanting to put 
himself far away from where he 
was, 
when 
Patrolman 
Milton 


Obitts sent a little lead messeng- 
er after him across the flats near 
West River street and Infirmary 
road last night. 


Griffis is in Memorial hospital 


today 
suffering with 
an 
ugly 


wound in his right hip where the 
bullet from Obitt's 38-caIibre gun 
found its mark. Griffis will be ar- 
raigned on a charge of transport- 
ing liquor according to police He 
berships Here to Start |t 
a 
r 
v 
eghis address as 2521 E. ssth 


Tuesday 
Evening 
— 
Arrest Companion 


Made 
Second 
Best 
Jplarence Jackson, who gave his 


Showing in Ohio Last1-6"1* 346 West-16th street' 
Year 
Prospects for the securing 01 


the largest membership that the 
local Y. M. C. A. has ever enjoyed 
are unusually bright according to 
statements made today by leaders 
of the organization of nearly two 
hundred men and boys that is now 
being perfected to carry on the 
membership campaign of the "Y" 
which opens next Tuesday night. 


As ..-. result of the very 


ful membership efforts 
past two 


this city, was arrested with Griffis 
and charged 
with transporting 


liquor. 
Police also confiscated a 


five gallon can of liquor and a 
Wescott 
roadster 
which 
Griffis 


claimed he owned. 


Patrolman Obitts and Patrol- 


man F. Birkline nabbed the men 
and the auto on Infirmary road. 
They took chase and halted the 
machine 
after 
the 
men 
had 


thrown the can of liquor out of 
their auto. 


Obitts ordered Griffis out of the 


ing its 
fairs 


own course in world af- 


f*, 
. 
, - 
_ _ 
- 
*.» A w •*-» v* fcj J-AAI^J. m_- 
cfc>j 
m-.AL/r^iij 
sufficient evidence 
Michigan po- could see th 
d d 


^S<llt0_release Proper t0 took four men to fasten down the 


"We do not propose to entrust 


to any other power or combina- 
tion of powers any authority to 


ing enough cigarette stubs to step j make up our own mind for "us/ 
on to make themselves look busy. ' 
It's a fire-proof park—non-inflam- 
able grass and asbestos basesacks. 


Every employe of the park who 


could possibly get a couple of 
friends inside as helpers so they 


the Ohio officer. 


F1M1 


bag at second base. One man did 
all the work. 
One shuffling boy- 


carried a broom for him. another ( dividuals. 
a pair of gloves that nobody wore 
and the third game along to en- 


the president declared. "If there 
is anything which 
is 
dear 
to 


Americans—they are 
bound to 


preserve at 
all 
hazards—it is 


their independence 


"We recognize that we are a 


part of the great brotherhood of 
mankind, that there are mutual 
duties and obligations 
between 


courage others when they looked 


! tired. 


| carrying a large shipment of cur- 
lency »vent into the ditch. 


A rut switch caused the wreck PENNSYLVANIA R R. 


PRESIDENT DUE TO 


Farmers near by said they 


n, number of men on the iracic? at 
the scene of the 
wreck a few- 


Lours befoie the tram came along 


The tram was enroute'lrom St. 


Louis to Washington, Indiana. 


HUGE SLITS 


1EDHRE 


RESIGN IN A YEAR 


Two 
suits 
in divorce begun 


John T. Higgen, are alleged to ! more 'han two years ago and nev- 
ha%e accepted §75 from William 
Sullivan, owner of a soft drink 
saloon, after they had found a 
bottle of illicit liquor in his es- 
tablishment. Sullivan complained 
to police and the arrests followed. 


GLOUSTER, 0., Oct. 4.—Heavy 


gi.ard 
has 
been 
established 


around 
rhe 
well-stocked 
state 


game preserve -which lies m the 
liills just north of here. 
It was 


reported that there are more il- 
legal hunters than usual this year 
because so many coal miners are 
idle and their families, in many 
cases, m want. 


cr brought to trial were dismissed 
in Common Pleas Court this morn 
ing. 


The cases are- Florence Grant 


xs Otis C. Grant, filed 
m March 


1922; Paula Mackovjak \s. John 
Mackovyak, 
filed 
in 
January, 


1922. 


WASHINGTON, Oct. 4.—Cap- 


tain George W. Steels of Marion. 
! Ind . now with the dirigible ZR-3 


i in Germany, will become com- 
' mander of the naval air station at 
Lakehurst. N. J, upon his return 
to the United States with the air- 
ship. 
The navy department an- 


nounced today. 


GREEN HAIR IS POPULAR 


IN COPPER MINE CENTER 


SALT LAKE CITY, Utah, Oct. 4. 
Green hair is quite 


the rage in Bingham, where everybody works in a copper mine. 
There are even green beards and green mustaches. 


The only way to escape the emerald tinge is to leave the 


mine, chemists say, so the style bids fair to last. 


EAST LIVERPOOL, 0 , Oct. 4. 


—William Wolfe, 37, clay miner, 
who shot and killed his landlady, 
Mrs. 
Flojdie Dearth, 50. m her 


restaurant here last night, fol- 
lowing a quarrel over his invest- 
ment in the business, is dying to- 
day in the city hospital from a 
SHREVEPORT, La., Oct. 4.— 


self-inflicted bullet wound in his | one woman was burned to death, 
right temple. 


Wolfe, after killing the woman, 


who was separated from her hus- 
band, shot himself in the left jaw, 
the 
bullet 
takin 
gan 
upward 


course, 
destroyed 
the 
optical 


nerve of his left eye and came out 
above his right temple. 


DRUNK FINED. 


Harry Brachus, 45, who gave 


his address as 326 Prospect a\e- 
nue, was fined $1 and costs be- 
fore Justice S J. George in police 
court this mornmE; on, a charge 
of being intoxicated. He was ar- 
rested at 1:15 a. m 


her husband and child seriously 
injured and a number seriously 
hurt early today when the Charles 
Hotel was destroyed by fire. 


The dead woman, Mrs. 0. P. 


Robinson, 25, was sleeping on the 
third floor when the alarm sound- 
ed and was trapped by the blaze 
while groping for an exit. 


nations as there are between m- 


America 
has 
every 


wish to discharge these obliga- 
tions 
We 
wish 
to 
recognize 


NEW YORK, Oct. 4.—With the 


Democratic party rededicated to 
Woodrow Wilson's ideals on world 
peace, John W. Davis today di- 
verted his presidential drive into 
the field of foreign affairs. 


FOREIGN NEWS NUGGETS 


LIVERNO, Oct. 4.—Collaoora- 


tion with the Fascist government 
was an expected outgrowth of the 
great liberal 
congress 
staitmg 


here today. 


is in 
badly 
defeated 
and 


flight toward 
Jrlx>], 


C'haugs Fcngtie forces in hot 
pursuit. 


these requirements for the promo- 
tion of peace. 
War and destruc- 


tion are unnatural: 
Peace 
and 


progress are 
natural. 
It is in 


that direction that the people of 
the earth must move. 


"I am in favor of treaties and 


covenants 
conforming 
to 
the 


American policy of independence 
to prevent aggressive 
war and 


promote permanent 
peace, 
but 


they have little value unless the 
sentiment of peace is cherished >n 
the hearts of the people. 
Peace 


is the result of mutual under- 
standing and mutual 
confidence 


exemplified m honorary action 


"What we need now is to cher- 


ish the motives for 
which we 


made paece 
(after 
the 
world 


war ) 
We want to see the allies 


paid. We want to see Germany 
restorpd to a condition of pro- 
ductivity 
and 
progress, 
under 


which she will be able to take up 
the burden of civilization " 


to ths one thousand mark. Be- 
cause cf the large 
membership 


and the increased interest in the 
local "Y's" efforts, leaders have 
bpen able to assemble an organ- 
ization of workers 
much larger 


than in former years. 


Two years ago the local asso- 


ciation made 
plans 
covering a 


five-year 
period at 
the end of 


which time it was to have a mem- 
bership of one thousand. Captains 
of the membership teams are now 
confident that this goal can be 
reached this year. 


If this is done, Elyria is assur- 


ed of top place among all the Y. 
M. C. A.'s of Ohio in the State- 
Wide Membership campaign soon 
to open. Last year Elyria won sec- 
ond place with Lima in the lead- 
ing position. 


"But even more important than 


winning first 
place among the 


nties of Ohio," said Secretary R 
D. Hudson today, 
"is the ]ob of 


building good citizens for Elyria, 
which it the thing for which the 
Association stands." 


"The slogan 
adopted for the 


campaign this 
year 
is 
"Build 


Men," and that is exactly what the 
' Y" is aiming to do. That is why 
we are trying to get the largest 
possible number of boys 
and 


•<<oung men interested in the pro- 
gram of the Association, and why 
we are appealing to older men to 
lend their support to the enter- 
prise." 


"There 
is no charity in sup- 


porting the "Y." It is an invest- 
ment in the future men of Elyiia, 
snd tiiat is why the local Associa- 


ground, then fired at the fleeing 
man. 
Griffis halted. 
Taken to Hospital 


The injured man was brought 


to police headquarters then was 
taken to the hospital where Dr. 
H. J. Austin dressed the wound. 
Patrolman Birkline remained at 
the 
hospital 
on 
guard 
over 


Griffis bed. 


Jackson was arraigned before 


Justice S. J. George this morning 
and pleaded not guilty to the 
charge of_ transporting liquor. He 


.' un'def 5200" bond's. " 


tion is receiving the 
civic-minded men, ] 


support of 
feel 
that 


vith the fine organization that 
is whipping into shape, Elyria Y. 
M. C. A will 
have the largest 


ruembtrship in many years." 


Lorain 
Officials, 
Bed 


Cross and Chamber of 
Commerce Declare War 
on Rebuilding Swindles 
LORAIN, Oct. 4.—The city ad- 


ministration, 
Red 
Cross 
and 


Chamber of Commerce today de- 
clared 
war on unreliable and 


crooked contractors whom ofncials 
of these organizations say are 
preying upon tornado sufferers. 


It is charged that some con- 


tractors are partially 
restoring 


dwellings then refusing to finish 
their work until more money is 
paid them. 


H. G. Curtis, secretary of the 


Chamber of Commerce, declared 
today he would swear to an affida- 
vit against one contractor Monday. 


Police missed apprehending a 


man who burglarized one home 
by only a few minutes last night, 
when F. W. Sullivan, 152 Ham- 
ilton street, reported (hat he saw 
the man prowling about his house. 


Two other burglaries were re- 


ported during the night. 


Sullnan phoned police at 3:25 


a m that a man was prowling 
about his home. He was able to 
?ne but a meager description. 
Pohce responded, searching the 
neighborhood, but found no trace 
of the man, though the Sullivan 


j home had been ranscaked 
The 


Suit for $5,000 damages against ! loot was small. 


LONDON, 


royal 


Oct. 4.— England's 


BALBOA. Oct 4. — A 
hundred newest royal 
baby, the son of 


athletes 
of 
Havana 
University , -"'incess Mary, was christened to- 


were onroute home today after ? I l'av at a private ceremony m 
week's 
visit 
m Panama 
as the k'oldsborough. He was named Ger- 


guests of the government. 


SAN 
SEBASTIAN, Oct. 4 — 


General Primo Rivera will report 
to 
Msarid, October 
7 Lo g:\c a 


rid David. 


SHANGHAI, Oct. 4 —Major 


Zanni, Argentine round the wond 


Onilie Hasting, LaGranse, has 
been fil^d by John Metera, 5. by 
his mother Weronika Metera, Elj- 
ria, for injuries suffered by the 
boy in an auto accident. April 17. 
| The suit charges that Hastings 
I struck the boy while he was driv- 
1 ing at a high rate of speed on 
West avenue 
The boy suffered 


a fractured skull and has perma- 
nent injuries, the suit alleges. 


j flyer, 
leave for Japan at S a. 


i the Moroccan campaign. 


Samuel Rea. regarded as one 
MADRID, Oct. 4.—Abdel Knm, 


of the world's greatest transoor- 1?adef cf. the Moroccan tribesmen 
. 
^ 
" 
irlQv 
r\n inxntai^ in 
-na^-y^l i it/-, 
tr t Mi 
tation executives, will have to 
quit the presidency of the Penn 
sylvania 
Railroad in a vear 
J 
MUKDEN, Oct. 4.—A com- 


munique issued here this aft- 
ernoon by Chang TM> Lin's 


general outline of the progress of l j n-. Surday morning. He announc- 


bc invited to negoti.Ue v.ith 
lhe government on a- protectorate 
bc-sis, it was reported here. 


Regulations of the company pro- 
virtf that 9n *(K 
f 
I- 
» 
vide that an officer must retire at 
<u, ana nea reaches that age oa 
September^ 2^1925.. 


headquarters 
decla-erl 
the 


Cluhli second arjiy has been 


ed todny. Unfavorable weathe-i re- 
ports caused the hop off to be post 
poned today. 


PEKING, Oct. 
4.—A ser- 


ious 
international 
problem 


has hcen created it was declar 
ed in diplomatic circles here 
today through the seizure cf 
the Chinese Eastern Railway 
hy Chang Tso Lin hy virtue 
of Jo's agreement with the 
Russian Soviet government. 


Ohio Places Embargo 


On Cattle From Texas 


COLUMBUS. Oct. 4.—-An em- 


bargo on shipments from Texas to 
safeguard Ohio from the hoof and 
mouth disease has been declared 
by Director of Agriculture Truax. 
The order becomes effective 
at 


once and forbids the shipment of 
any cattle, sheep or other rumin- 
ants; and also provides strict 
rules to be followed the shipment 


The Hi-Speed gasoline filling 


station on 
Huron street 
was 


broken into last night, thieves 
taking a battery and a flash light. 


Mrs. 
Carl Shinn, 116 Hamil- 


ton street, reported that her house 
had teen ransacked. The burglar 
srot $5 for his work. 


Lov© proved but a mockery and 


the vows of marriage meant but 
little in the wedded life of Bon- 
nie I. Rahmer and 
Louis 
M. 


Rahmer. it was, revealed today 
when Mrs. Rahmer was granted 
a divorce on grounds of gross ne- 
glect and extreme cruelty before 
Jadge A. R. Webber. 


Mrs. Rahmer lives at Stop 7 on 


the Yellow Line to Lorain 


The trial today was one of the 


shortest in the history o! the 
court. 
It took 30 minutes to hear 


the case and render the decision 


Mrs. Rahmer was 
given 
her 


property and an additional 5500 


The couple were married in 


Chicago in October, 1923. 
There 


are no children. 


New York, Oct. 4.—Reports 


and records show increased ac- 
tivity in different lines of business 
this week, according to Dun's re- 
view, in its weekly report today. 


Fined 148 Times For Being 


Drunk, Man Decides to Reform 


CLEVELAND, Oct. 4.—Has a lowing appeals to the 
court by 


of dressed carcasses, 
wool. 


hides and 


town d-unkard will power? Thom- 
as O'Mallia, 73, who has obtain- 
ed that distinction in this city of 
over a million persons, because of 
the 148 times he has appeared m 
court to answer to charges of 
drunkenness, is "going to prove" 
to Judge Sam Sielbert, that he 
has. 


O'M.-'llia, today went on the 


"water wagon" for the first time 
in his life, at his own request, fol- 


«nost of court room attaches, in 
O'Malha's behalf. 


"There must be something good 


in me, Judge", O'Maliia declared, 
"and to show my friends here I 
can make good, I'll take Jie 'wa- 
ter cure'." 


O'Mallia was "sentenced" tc 


drink twenty glasses of water in 
the presence of a Probation offic- 
er, ior thirty days to come. 
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THE BASEBALL SCANDAL 


The suggestion of Ban Johnson That he would 


call upon Copgress to investigate the alleged attempt 
to bribe baseball players borders on the ridiculous. 
The cliaire that has been brought to light and the 


*•- 
i 


elimination of the alleged guilty ones by Judge Landis j 
startle 1 the country and certainly disconcerted thosej 


who have great interest in baseball and admire it as a 
national game. At the same time, Congress has no 
jurisdiction in the matter and it is not the business of 
the government. Judge Landis has been employed 
*y organized baseball for just such emergencies and 
to guarantee as far as one can by his personal repu 
tation that the sport will be a clean one. In this ac- 
tion he was endeavoring to earn his money. If there 
is more to it than Judge -Landis has exposed, Judge 
Landis himself will be the loser in the end because he 
' has guaranteed through his statement to the public 
that he had told all there was to it and the further 
truth will come out if there is more there. 


President Johnson of the American League has 


not been friendly with Judge Landis. They have had 
their troubles and Mr. Johnson is undoubtedly piqued 
fcy the fact that he was not consulted and very ap- 
parently he was not consulted because Judge Landis 
has not received very much co-operation from him. 


The several exposures of crookedness and at- 


tempted crookedness in baseball have caused a good 
many people to lose confidence in the integrity of the 
game. But there is a real reason for it because out 
of the great number of players that are playing pro- 
fessional baseball, it is not strange that there would 
be found some "black sheep" among them. It is un- 
fortunate, however, that money plays such a tremen- 
dous part in the conduct of the national sport. The 
salaries that are paid the ''stars1' are fabulous salaries. 
Men are bought and sold to clubs just as they would 
buy and sell suits or shoes. The players get to think- 
ing in terms of money and the tendency is for them to 
think of schemes by which they can increase their 
amount and the temptations, therefore, are greater 
among them than possibly among other classes. Their 
action, however, is the antidote to the disease, for the 
lack of confidence which will result will finally de- 
crease the great receipts which increase the income of 
all players. It is unfortunate that there is not more 
real sport and less money involved in national base- 
ball. 


o 


IMMIGRATION ABSURDITIES 


There is no dearth of absurd incidents in connec-; 


tion with the admission and non-admission of immi-|1S74' 
grants under the new quota laws and not the least 
absurd in the deportation of a three-months' old in-'1SS6 
fant because a careless clerk made out the mother's 
passport. The occurrence is in the family of an ex- 
soldier of the world war, an Italian. When he went 


TIMELY VIEWS ON WORLD TOPICS 


'Crime is a Medical Problem, 


Criminals. Are Sick Folk," 


Declares Policewoman's 


Head. 


"It has taken the Loeb-Leopold 


case to awaken the judiciary and 
the people to the fact that crim- 
inals are 
sick 
people. 
Every 


safety device. 
Almost every Im- 


provement has come through some 
calamity. 
Once' the swinging of 


the club was the all-encompassing 
work of the policeman: now pre- 
vention Is his aim, just as It is 
that of the police-woman. 
It is 


I only within fifty years that they 


i have used medical prevention. We 
. now have vaccination for small- 
pox—serums for almost every- 
thing. 
Only for crimes we have 


judge should be a trained psychia- 
trist. 
Cruel as his fate has been. 


the littleFranks j little or no thought of prevention. 
boy's life will! "what we nef,d rta*1 h?" in 


. ' this department, 
continued Mrs. 


not have been | Hamilton, "Is more policewomen 
given in vain i f , t attend to those cases that only 
it has opened , women really understand. 
As a 


the eyes of the j matter of fact, nearly all shop- 
p u b l i c — i f j lifters are women in disturbed 
through it they j conditions—women whose glands 
come to under-1 have been seriously impaired. 
As 


stand that all j for adolescent children, we treat 
crime is the re- them like so many chairs and 
suit of diseased tables. 
We have about as much 


mentality 
that ( conception and sympathetic under 


criminals a r e 1 standing of the problems of this 
sick people and | difficult period as the Hottentot. 
should be treat- 
i ed as such." 


S o 
declares M r s . M a r y 


Hamilton, 
New 
York's 
leading 


policewoman. 
She heads a force 


of 100 policewomen who are de- 
voting most of their time to crime 
prevention study and instruction. 


"A few scientists snd physicians 


are awake to this need. The whole 
thins is a medical problem—one 
for psychiatry and pathology. 
It 


takes a great calamity to make a 
dent in the mind of the public. 
It's the only way we can ever get 
parents to think. Look what the 
murder of Ruth Cruger did for 
New York city. 
That tragedy es- 


tablished the Bureau of Missing 
Persons as a pare of the police 
activities . Before 
that police- 


women used to hunt aimlessly for 
persons the best way that they 
could in the moments they could 
spare from their regular duties. 
It was no wonder they seldom suc- 
ceeded in finding them. 


Tragedies Force Progress 


"Without 
terrible 
accidents 


trains 
wouldn't 
have many 
a dical law. 


Out attitude toward them is that 
of the old family doctor—a pill 
for everybody. 


"Adolescence Is a time of great 


disturbance and upheaval. 
Do we j 


recognize this intelligently? Not at 
all. Last year we had reported to 
i 


the Police Department 19.000 run- i 
away boys and girls—about 70 j 
per 
cent of them girls—almost i 


2,000 a month coming and going, j 
In many cases the parents are in- i 
tollerant. 
I frankly sympathize' 


with the children in these cases 
and tell the parents so. 
As for ; 


the cases of these so-called degen- j 
erates—men who are between 40 
and 50—it is the turning-back 
point of their lives. 


"The chief work of the police- 


man and the policewoman of the ! 
future will be research work in 
the prevention of crime. We spend 
millions of dollars a year for the j 
prosecution of crime and hardly a 
nickel for its prevention. 
Every 


policewoman should have definite 
college training or its equivalent 
in physiology, psychology and me- 


IX THE DAY'S NEWS 


Col. Thomas W. Miller, who has 


been 
chosen 
president 
of 
the 


Inter-Allied Veterans' Association, 
an organization -with a member- 
ship of 15,000,000 World Wai- 
veterans residents in all parts of 
the globe, Is an American with a 
remarkable record of public serv- 
ice for one who has not yet reach- 
ed his 40th year. Col. Miller hails 
from Delaware, which State he 
was representing in the lower 
house of Congress when the Uni- 
ted States entered the war. After 
receiving some practical training 
at Plattsburgh he enlisted as an 
infantry private and was sent 
overseas. 
He served nearly a 


year In France and received cita- 
tions for gallantry In action and 
especially 
meritorious conduct. 


He returned with the rank of 
lieutenant-colonel and some time 
later received appointment to the 
important 
Federal 
position of 


Allen Property Custodian, which 
he still fills. Colonel Miller was 
one of the organizers of the Am- 
erican Legion. 


30 Nights' Trial 
15-5 Bed Springs 


Order Today 


Good Bedding, 
Furniture, Too 


Glade B. Thomas 


A NUMBER OF 
ELYRIANS 


i went on an excursion 
to 
Blue 


POEMS THAT LIVE 


THE HELL 


Breathless, we flung upon the windy hill, 
Laughed in the sun, and kissed the lovely grass. 
You said, "Through glory and ecstasy we pass. 
Wind, sun, and earth remain, the birds sing stT. 
When we are old. aie old- 
" "And when v,e die 


All's over that is ours: and life burns on 
Through other lovers, other lips," said I, 
"Heart of n:y heart, our heaven is now, is won:" 
"We are Earth's best, that learnt her lessor here 
Life is our cry. We have kept the faith!" we said. 
"We shall go down with unreluctant tread, 
Rooe-crowned. into the darkness!"—Proud we were 
And laughed, that had such brave t^ngs to say. 
And then you suddenly cried, and turned away. 


—Ruoeri Brooke 


Division in France, bora at Crown 
Point, Ind.. 61 years ago today. 


Rev. Herbert S. Johnson, noted 


Baptist clergyman of Boston, born 
at McMinnville, Ore , 5S 5 ears ago 
today. 


Edward J. Pearson, president of 


tha New York, New Haven & Hart- 
ford Railroad, born at Rockville, 
Ind , 61 years ago today. 


Dr. A. Ross Hill, director of the 


foreign operations of the Ameri- 
can Red Cross, born in Nova 
Scotia, 55 years ago today. 


(October 5) 


T. P. O'Connor, celebrated Irish 


journalist 
and 
"father 
of ths 


House of Commons," born at Ath- 
lone, Ireland, 7S years ago today. 


Frank H. Hitchcock, former 


Postmaster General of the United 
States, born at Amherst, 0., 53 
years ago today. 


Louise Dressier, a -well-known 


actress of the American stage. 
born at Columbus. 0., 42 years 
ago today. 


Charles F. D. Belden, librarian 


of 
the Boston Public Library, 


born at Syracuse, N. Y., 54 years 
ago today. 


•nh'.-'h many persons of note will 
participate. 


] 
At Suffern, N. Y., a tablet is to 


, be ".nve:led today commemorating 
, the Revolutionary history of Suf- 
1 fern's Tavern, at which General 
Washington was a guest on sev- 


i eral occasions during his active 
, mf.uary career. 


1 
A granite shaft erec'ed in the 


nat.ona! capital in memory o! the 
5 OO'J soldiers of the F.rst Divi- 
sion who fell in the World War 
w 11 be unveiled toda> with an 
elaborate program which will m- 


' elude an address by 
President 


Coohdge. 


j Rapids, Kansas, 


• pected to 
take 
up 


1 cla.nis and mo\e there to live. 


SENATOR THOMAS B. REED, 


' of Maine, 
made 
a 
republican 


speech to a large audience at the 
court house in the interest of 


• the candidacy of James Monroe, 
, congressman. 


I 
THE 
POTATO 
CROP 
WAS 


nearly a failure and they were 


' sellinr oa the local market for 70c 


a bushel. 
The jear prior they 


i sola :or from 25c to 40c a bushel. 


of men are traveling toward the 
Promised Land. Does the fact that 


where they ex-' we can cross the wilderness in a 


homestead motor car in four hours instead 


rf forty years bring us any near- 
er? 


TODAY'S ANNIVERSARIES 


1S09—Samuel 
AxtelL Califor- 


nia congressman and later 
territorial governor of New 
Mexico and Utah, born in 
Franklin county, 0. Died 
at Morristown, N. J., Aug. 
6, 1891. 


1S22—Rutherford 
B. H a y e s , 


nineteenth President of the 
United 
States, 
bora 
at 


Delaware, O. Died at Fre- 
mont, 0., Jan. 13, 1S93. 


1S24—Henry Hilton, 
celebrated 


New York lawyer and mer- 
chant, born at Newburg, N. 
Y. 
Died at Saratoga, N. 


Y., Aug. 24, 1899. 


1863—Nadar's balloon, the larg- 


est made up to that time, 
made an ascent in Paris 
with 14 persons. 
Count Arnim, an opponent 
of 
Bismarck's 
anti-papal 


plans, was arrested. 
•One-dollar 
silver 
certifi- 


cates first issued by U. S. 
Treasury. 


1S90—Gold 
was 
discovered in 


Carbon county. Wyoming 


1915—German offensive in 


to Italy to fight for the allies he married his girlhood 
sweetheart. He returned to America to prepare a, 
home for her but when he went to Italy for her some | 
time ago business duties recalled him "to the United 1675 
States before his wife was ready to come, so she came 
along with their three months' old baby to join him 
here. Red tape has become a grim reality to that lit- 
tle family, forced to wait its unraveling and probably 
pay enough to have it unraveled to support the three- 
months' old child, which the government is afraid 
will be dependent upon the state for several years. 
There were several other immigration items similarly 
unreasonable in the paper from which this story was 
taken. Such absurdities do not instill respect into 
the hearts and minds of future American citizens. 


east 


of 
for 


AFFECTION 


Reports of a dog cemetery with costly and hand- 


some monuments in the east arouse feelings of indig- 
nation in some of us when we think of the thousands of 
lit ile children who could be made happier with the 
money lavished on the deceased dogs. But there was 
a litde boy who would have thought the finest monu- 
ment in the cemetery none too good for Ms dog com- 
panion and he would have kept the flowers fresh on 
the pal s grave too. The little boy, only eleven vears 
old lost his Me m an attempt to save his clog." He 
with his companions were throwing stones into the 
water and the dog, a collie jumped in in an effort to 
retrieve one Fearing that the dog would be unable 
to return to the bank the boy jumped in after the 
animal *nd succeeded in getting his arms around frs 
neck 
Then he sank. This boy would have been 


glad to have helped in the cemetery work. 
-- 
o- - _1_ 


The French are beginning to believe that the 


Germans will not ask them to admit that Germany 
did not start the war, which is just as well for the 
cause of tnrtiL— JJrbanan, 0., Gazette 


slackened 
as 
result 


•withdrawal of troops 
the western front. 


(October 5) 


-Springfield. Mass., attacked 
by the Indians and about 
50 buildings burned. 


1S04—Robert P. Parrott, inven- 


tor of the Parrott gun, first 
used at the battle of Bull 
Run, born at Lee. N. H. 
Died at Cold Springs, N. 
Y. Dec. 24, 1S77. 


1S1"—Washington Barrow, Nash- 


ville editor and member of 
Congress, born in David- 
son countv. Tenn. Died at 
St. Louis. Oct. 19, 1866., 


1S57—The Mormons under Major 


Lot Smith destroyed sev- 
eral supply trains destined 
for the army in Utah. 


1S91—The militia wa^ h^ld und^r 


arms at Kingston, N. Y., 
to 
protect 
the 
alleged 


wreckers 
of 
the 
Ulster 


County Savings Bank from 
the enraged people. 


1895—Maj Gen. Nelson A. Miles 


assumed command of the 
United States Array, suc- 
ce^ding Lieut. Gen. Scho- 
fieid, who retired for age. 


1915—Germany disavowed sink- 


ing of White Star 
liner 


Arabic and offered to pay 
indemnity. 


1922—-Six mining towns reported 


destroyed 
by forest 
fires 


in Ontario and Quebec. 
ONE YEAR AGO TODAY 


Sixty lives lost in panic in syna- 


gogue in Kieff, Russia. 


New 
revolution 
in 
portugal 


launched with bomb throwing in 
Lisbon. 


(October 5) 


Lloyd George, the famous •war- 


time premier of Great Britain, was 
given a public -welcome on his ar- 
rival in New York. 


TODAY'S BIRTHDAYS 


Charles R. Mabey, who is a can- 


didate for re-election to the gov- 
ernorship of Utah, born at Boun- 
tibul, Utah, 47 years ago today. 


Maj. Gen. William G. Haan, U. 


S. A., who commanded the 32ad 


Centenary of the birth of Henry 


Hilton, noted New York lawyer, 
best remembered for his intimate 
association with the great _mer-1 
chant, A. T. Stewart. 


One hundred years ago today' 


the first term of the United States 
district court m Wisconsin met at; 
Green Bay, with James D. Doty, , 
the future governor, presiding. 
| 


Greetings to the President and ! 


Mrs. Calvin Coolidge. who today i 
enter up on the twentieth year of i 
their wedded life, having been ' 
married oa this dale in 1903. 
j 


Renssalaer 
Polytechnic Insti-, 


! tute, at Trov, N. Y , the oldest o f ' 


I American 
engineering 
schools I 


I celebrates 
its 
centennial today' 


i with a program of exercises i n ' 


THE DAY'S NEWS 
WILLIAM E. KXOX 


Close to three score years ago, 


a family o; plain, 
simple 
folk 


came to New York from Strabane. 
County Tyrone, Ireland that the 
might ghe their children the op- 


portunities held 
out to them in 
w o r d 
f r o m 


America. 


One of these 


c h i l d r e n , a 
small, eager lad 
then, was Wil- 
liam E. Knoi. 


T h a t s a m e 


immigrant boy 
has 
just been 


elected 
presi- 


dent 
of 
the 


A m e r i c a n 
Bankers Asso- 
ciar.on. 


When his par- 


ents 
found 
a 


home in New York young 
Knox 


was sent to school as long as 
funds would permit. Then he got 
a "job."' 
His first one was with 


a publishing house 
He felt the 


future held little for him finan- 
cially there and, a 
few 
years 


later became a junior clerk with 
the Bowery Savings Bank. 
That 


was thirtj-nme years ago. 
He 


worked his way up. Step by step 
to the presidency. 


Knox admits that no high ideals 


caused him to seek the job at the 
Bowery Bank. 
"I found I could 


get two or three dollars more a 
week there so applied for the job 
I had ten times as much fun when 
I was outside, at a window, wait- 
ing directly on people, as I have 
now," he said recently. 


THE 
WAY 


OF 
THE 


WORLD 


Bv GROVE PATTERSON 


The New York Bible Society Is 


having the four gospels printed In 
Urge type for use of the sick in 
hospitals. That is convenient, and 
will jnake reading easy. Strange 
that there should 
be such a de- 


mand lor an easily read Bible in 
a hospital and 
so little demand 


for on>3 in hotels and clubs. Per- 
haps a little 
sickness 
now and 


then is good for the soul. 


SANKO 


RESTAURANT 


Under New 
Management 


WORLD'S SERIES 


RETURNS 


Have the World's 
News and Music 


by Radio 


with your Meals, 


Come in and try our 


Steak Dinners 
568 Broad St. 


Up Stairs 


Mrs. Grundy has lo=t h?r voice. 


Ihe tongue of gossip 
has grown 


uncertain. Times and social cus- 
toms have changed to such a de- 
gree that there is now a great dif- 
ference of opinion 
about things 


that used to be definitely classed 
as good or bad. Some people think 
that vicious indecency is 
]ust 


"having- a good time" or "playing 
a little hard." Some people think 
rha: normal, youthful love of life 
and jollity is depravity. Some peo- 
ple think that buying and serving 
and drinking whisky is violating 
law and reduces the offender to 
the criminal class. Others think 
t-iat buying, serving and arinkmg 
whisky is just 
exercising the 


r.ghts of 
personal 
liberty. 
In 


these days o! changing opnrons 
tnd fkxible standards, there is i 
oniy one sure 
rule. 
That is the | 


rule of your ov.n 
judgment and 


your 
own 
conscience 
AT ITS 


BEST. You will not have much 
trouble in KNOWING what is the 
r:ght thing to do. You will nave 
to be courageous and strong-willed 
if you persist in DOING the oest 
you ktiow. 


* * * , 
The Panama 
canal 
has oeen 


open ten years. More than 25,000 
vessels have passed through. They 
'have paid $100,000,000 m tolls. 
Thousands thought the Panama 
c anal 
was 
impractical 
or 
not 


-\orth while. Theodore RoObe\elt 
v.as not one of these. He hau vi- 
sion. S'i did some of the great en- 


• gmeers of whom this country is 


i proud. The canal 
has 
brought 


i glory to the 
American 
flag and 


I benefit to ail the nations. 


A small 
American automobile 


crossed the Sinai Desert in Africa 
the other day in four hours. 
The 


aistancP is about 130 miles. You 
say there is nothing 
amazing in 


tuat. But wait—it was this same 
-ourney that took the Israelites, 
of Bible days, forty years. They 
traveled this road from Egypt to 


wandered in 
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Published Every Saturday by 
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THE THIRTY-THIRD ANNU- 


al fair 
was 
in 
progress. 
The 


Brownhelm 
band furnished the 


music. 
The public schools closed 


for two days to allow the pupils 
to attend. 


ALBERT H. SMITH, EDITOR 


of the Republican returned from j Palestine and they 
a visit to his old home in Eng-'this same 
wilderness 
for forty 


jan(j 
years. Now, as then, the children 


Jack Dempsey is havin' h:s nose 


remounted fer his weddin,' an' we 
wonder if his betrothed is goin' t' 
be like other girls an' let her teeth 
go till after she's married? 
Th* 


less a feller's used to th' more fin- 
ished kicker he is. 


-AT— 


Today's winners of the free box of candy are the 
five school boys who entered our store yesterday 
at 11:45. 
As they are told they must call at Paradise next 


Saturday between 2 and 2:30 


DATS 


MUSIC STORE 


A short review of the new 


Victor recordss for the week— 
a yoong dramatic Soprano Dus- 
olina Giannini, was acclaimed 
in London as a second Patti, Is 
now 
with the 
Metropolitan 


Grand Opera Co., and gives us 
a double Victor record 
of 


Tosti songs 
Mischa Elman 


has a fine demonstration of 
deft bowing in his new double 
record. 
Sthipa 
sings 
two 


Spanish songs. 


Remember "Casey Jones?" 


well "The Wreck of the Old 97" 
as sung by Vernon Dalhart is 
of similar style. 
"Main 
St. 


Wasn't Big Enough for Mary" 
and "Why Live a Lie" are songs 
by Henry Burr and Lewis 
James. Billy Murray sings a 
£omlc song "Dumb Dora" and 
"You'll never get to Heaven 
with Those Eyes" being helped 
on the latter song by Aileen 
Stanley. 


2 good waltzes by a genuine 


Schrammel 
orchestra, 
Paul 


Whiteman gives us "Where the 
Dreamy Wabash Flows" and 
"Follow the Swallow," "Ador- 
ing You" and "Biminy," Zez 
Confry shows he is still a jazz 
master with "Mississippi Shiv- 
er" and "Nickle in the Slot." 


At last those new "Victor 


Books of the 
Opera" have 


come in. It is a 
beautiful 


edition with new illustrations, 
listing about 160 operas and 
selections. Get one for your- 
self and give one to your mu- 
sical friend. It makes a fine 
gift. 


We are making arrange- 


ments for a special display of 
A. B. Chase Grand Pianos the 
latter part of October. Don't 
buy a piano until you see and 
hear these wonderful Instru- 
ments which have been pur- 
chased and indorsed by so 
many of Oberlin's music pro- 
fessors and teachers. 


Mr. Wagner made a trip to 


Cleveland Friday to pick out 
some more hand made violins, 
our big assortment having been 
thinned out by the demands 
from the many new school or- 
chestras throughout the county. 


In trying out a new Radio 


set 
Thursday 
Bight, 
Mr 


Krapp plainly heard and made 
note of twenty-four 
different 


stations. 
This winter will be 


a wonderful radio season, and 
you arc missing a great deal if 
you do not own a receiver. We 
sell only reliable sets made by 
well known firms like Hart- 
man, Sonora, Emmerson and 
Federal. 


DAY'S 


HARDWARE 


Six 
o'clock 
seems 
pretty 


early these dark mornings and 
a good alarm clock will insure 
your getting to work on time. 
We have a good assortment. 


Another handy little article 


about the house, cellar, garage, 
etc., is a flash light. 
Many 


styles from the little purse 
size to the big search light 
are priced from $1 to §4,50. 
Batteries an<l bulbs for the old 
one too. 


Don't let those buildings 


stand another winter without 
paint. 
October is your last 


?ood month to 
cover them 


with a protecting coat of B. P. 
S. the best paint sold. A real 
estate man recently bought a 
property, trimmed 
the 
lawn 


and shrubbery, fixed the porch 
and PAINTED UP, at a total 
cost of 240 dollars and sold 
the place in one month for 
$1800 more than he paid. 


DAY'S 


MUSIC STORE 


997 Broad 9C. 


Casseroles and Pie 
Dishes 


In frames make excellent gifts 
for October showers and wed- 
dings. 
Our housefurnlshing 


department has 
tables and 


tables full of pretty things for 
you to pick from 


Our prices on fancy elec- 


tric table lamps are from 10 
to 20% less than those of well 
known Cleveland stores. Add 
comfort and class to your liv- 
ing room with one of these. 


A new shipment of Detroit 


Jewel gas ranges came in this 
week. Ask 
us 
about 
the 


double lined oven which holds 
the heat so well and bakes and 
browns perfectly without burn- 
ing. 


Hunters and fishermen ap- 


preciate the comfort of a good 
Dux-bak rain proof coat. On 
a recent fishing trip some 
members of the party 
were 


soaked to the skin while the 
writer kept dry with his Dux- 
bak suit. They have lots of 
pocket room and 
give long 


service. 


Washing a good car calls for 


some kind of soap, and you 
may wonder what to 
use. 


Murphy's oil soap, will quickly 
remove dirt and grease with- 
out damaging the finest finish, 
and is being used for house- 
cleaning 
more 
each 
year. 


Cans from 
1 Ib. to 100 Ibs. 


with a sample free. 


DATS 


HARDWARE 


421 Broad St. 
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By MISS LUCY HO*A 


••*»: 


Officials Believe Whole- 


sale Attempt Made to 
Wipe Out N. Y. Com- 
munity 
SYRACUSE, N. Y., Oct. 4.— A 


wholesale attempt to wipe out a 
neighborhood 
through 
poison 


placed iu spring, was theory fol- 
lowed by police and health auth- 
orities today as they investigated 


AMHERST 


9:00. 
Rev. James ESchen, offi- 


ciated. 
The altar wa? decorated with 


cut flowers and ferns. The bridal 
jiarty marched to the altar to the 
strains of Lohengrin's 
wedding 


march played 
by 
Mrs. 
James 


O'Neill. 
The flower girls preced- 


ing the pro,-e&5io:i carrying bas- 
kets of roses wore Eileen Kin- 
negan and .Marie Franklin. They 
wore frocks of white with pink 
ribbons. 


Ask Phone Rate 


Raise, Oberlin 


The Oberlin Telephone Co. filed 


with the Public Utilities Commis- 
sion of Ohio a modified rate sheet 
which means a small increase to 
certain users of telephone service 
ia Oberlin Jn case the rates filed I 
AMHERST, Oct. 4.—-Joe Car-' and Mrs. 
Jamrs 


Hoffner, 
Maurice 
Belden. 
Otis Thursday evening. 
Ho will play Nat. Enamel & Stamp .. 30 5-S 


Schofidd. \Vm. Purcell, Donald his own overture. "The Hicks-' N. Y. Air Brake 
43 1-S 


Pankoft. Emrnett Marshall. Chas.! ville Wedding." 
Mr. Trimmer is N. Y. Central 
10(5 1-4 


Strauss, Edward Frederick and i one of the 
finest 
organists 
of i N. Y.. N. H. & Hartford . 23 1-2 


Robert Hubbard. 
[Cleveland. 
I Norfolk & Western 
124 


The class reorganized and elect- • 
Mrs. Henry Daugherty left to-! Northern Pacific 
63 


ed ofiu-ers as follows: President, I day {or saginaw. Mich., to attend Pure Oil 
221-2 


Robert Huboard; vice president. ] the funerai of ner brother Howard 
Clayton Hoffner; treasurer, 
Ed- 


ward Frederick. 


A basketball team was also or- 


ganized with William Purcell as 


Hollenbach. 


The bride's 
attendants 
were <*Ptai:1 and Donald Paako« 


Florence Bodman. Eileen Kelch. 
Frances Franklin and Margaret 
Foldesy. 
The matron of honor 


and groom's attendant were Mr. 


manager. 


MISS PAVIE HONORED 


AMHERST, Oct. 4.—Miss Anna | Prints 


Davie was honored at a miscel-1 Firsts . . 
laneous shower at the home of i Packing 


MARKETS 


CLEVELAND PRODUCE 


MARKET 


Butter, extra 
39 1-2@>40 1-2 


Pennsylvania 
-14 5-S 


Peoples Gas 
101 


Ptibtsurgh Coal 
55 


Ray Consolidated 
11 1-2 


Railway Steel Springs . .12f, 
Reading 
til 


I Republican iron & Steel. . 45 1-4 


Southern Pacific 
Southern Railway 


THIEVES KIDNAP 
TAXI AND LOAD TO 


GET $200,000 GEMS 


sions the rate for a. single line ; near 
residence telephone would be $36 j der to pay the fine it was r.ee- 
a. year instead of the present rate j essary for Cardina to surrender 
of $33. The rate for a four- j his automobile. This was not suf- 
party line telephone would be j flcient 
to 
cover 
the 


briiie's roses. 


Dunns' the ceremony Miss Mary 


O'Neill sang Ave Marie by Luozi. 


Following: the 
ceremony the 


bridal party motored to Lorain 
and upon tbeir return they were 


centered ihe table where a dainty! Lower grades 
luncheon was served to the fol- i Cheese, York States 
lowing: 
Mildred Kothe of Cleve-1 Poultry, fowls 


land. Goldie 
Kreiger, 
Esther,! Roosters 


Anr.:i and Eleanor Davie and the f Springers 
host-;?, Florence Kotae. 
Gifts j Ducks 
." 


•f urb. An analysis was ordered of i ent business rate of |45 for a i 
$ v/ater ironi the suspected poison j single line telephone and $39 for j 


. 
a two-party line service. The ex- 


W. L. Clift, one of those stnck- tension station charge of $9 a 


on. said the lock 
to the spring- 


house r.ad been broken open. 


roar is not affected. 


The application of the company i 


wedding breakfast at the j we.r<? Presented of a miscellaneous ; Geese 
_v 
' 
and ^^moc n n « 
^/-%Mt^i^r^ 
* 
, , - 
» 


urn mm 


home of the bride. 


Mr. and Mrs. Campolo will re- 


side in Cleveland 
where 
they 


built a uc-w home. 


. 


From the symptoms of those ill,' provides for the rate becoming ef- 


£ physicians believe Croton oil or ! fective Nov. 1. 
By the terms of 
> 
» -alap was placed in the spring. 
the law thirty days is given to j 
u ' 
users of the service here who are I 
AMHERST. Oct. 4.—Joseph 


3-F CLASS ELECTED 


OFFICERS ON FRIDAY 


AMHERST. Oct. 4.—The 3-F's 


Junior Sunday class of the Con- 
grega:io::a!-Methodist church met 


games and 
contests , Apples, bu. 


48 
42 


...41 1-2 


25 


. .27 Si128 
.. .20® 21 
...25 ©27 
.. .26.?? 27 
.. .14® 15 


26 


...21dr22 
...19@22 
1.25@1.50 


Texas Co 
Tobacco Prod 
Union Pacific 


' r. S. Ind. Alcohol 
.' U. S. Rubber 
! I". S. Steel 


Utah Copper 
Westinghouee 
White Motors 
Willys-Overland 
Sinclair Oil 
Nevada Cons. 
Texas Pac. Coal .... 
Texas Pac. Coal and G;is. 


and music furnished the evening's i Beans" dred' "navy". Ib 
7 j 


entertainment. 
i cabbage. Ib. . .. .' 
1 j 


affected by' the proposed change j Campolo of Cleveland, and Antoi- \ with Robert Hubbard at his home j sroin.,- 
tc file a protest. The rate is then j nette Franklin, daughter of Mr. : on Cleveland avenue last even-I Dorothy Wragg. 
suspended for a period 
of iour i and Mrs. Frank 
Franklin 
were i ing. 
Twelve were present as fol- [ prer.ily decorate 


months in dase such protest is t united in marriage at St. Joseph's . lows: 
Richard Monger, William 


filed, and at the end of the time j Catholic church this morning at i Robinson. Clayton Hoffman, Jerry 


F.XTERTAINS S. S. CLASS 
AMHERST. Oct. 4.—-The Sun- 


day school class of Miss Edith 
Deuschle met at her 
home 
on 


Franklin avenue Thursday even- 
ing. 
The time was spent in mu- 


sic, 
games and contests, honors 


o Margaret 
Mulder 
and 


The home was 


d with bouquets 


CLEVELAND LIVE STOCK 


1 Potatoes, 150 Ib. sk. . .1.75&2.25 i 
CATTLE: Receipts 600; inar- 


Sweet potatoes, bbl. . .4.75® 5.60 I ket slow. 
Tomatoes, bu 
2.50 Q. 3.00 


Onions, per cwt 
1.75® 2,25 


Richard Monger, William 
Of «arden flowers, a color scheme "Iar in the early trading today 


the commission renders a deci- 
sion. 
In case no protest is filed 


the rate becomes effective at the 
time set forth in the application. 
If 
CLEVELAND, Oct. 4.—Tops 
_ 
f playthings of small kiddies, cost j 
2. the lives of two here today. Har- 
1 old Di Sato. 7, died at a hospital j 
OBERLDi BRIEFS 


|r following the amputation of his i 
OBERLIN, Oct. 4.—Mrs. G. A. 


;f legs, caused by being run over by | E(j,jVi mother of Sherwood Eddy. 
S- a heavy truck while chasing his j of ^-ew yorjj city, is the guest of 
* spinning top. Herman Fisher, 6, Mrs_ F> E- Jeffrey, 192 Foret St. 


also died today of injuries receiv- 


in the same manner. 


eyesight also cost the 


Mr. Eddy gave a talk Thursday 
before the Woman's Missionary 
Cociety of the United chnrca on" 
life of John Conroy, 52, who was ; the sut,ject of "Kodai Kanal.' 


Sept 


2l nal injuries. 


&• injured in an auto accident here ; jr0^ai Kanal is a mission school 
% Sent. 4. 
He died today of inter- j funded by Mrs. Eddy in Madura, 


India, in 1901. 
It was in India 


that Mrs. Eddy and Mrs. Jeffrey 


j became close friends. 
Mrs. Eddy 


rvELSOXVILLE, 0., Oct. 4.— | will remain as Mrs. Jeffrey's guest 
I 


Educaror 
from all over Southern j for some time. 
--K- Ji U Ul :-. < Wl 3 ~- V, J-i-i 
i A i i ' J « v ^ t f c j v / * * i - * - . w * — . , 
- 


I Ohio hr.ve been invited to Nelson- ! 
Dr. Lloyd Douglas, pastor of 


I, illle October 31, for the decaca-i the First Congregational church 


MY HUSBAND'S LOVE 


Adele Garrison's New Phase of 


Revelations of a Wife 


J5H, 
TMtan Sarrio, Ina. 


and white was carried 


STOCKS 


N. Y. STOCK CLOSING 


NEW YORK, 
Oct. 4. — The 


stock market was dull and irreg- 


and inclined to continue the de- 


Refreshments were served' clir.o in stock prices which fea- 


CALVES: Receipts 300, mar- 


ket steady; top $14.50. 


SHEEP AND LAMBS: Receopts 


600 market steady: ton $i;',~.o. 


HOGS: Receipts 2,000; market 


15c to 25c higher; Yorkers $10.50 
mixed §10.60, heavies $10.75, me- 
diums $10.60. pigs |10.00, roughs 
$9.00, stags $7.00. 


of pink 
out. 
later in the evening to Harriett j tured the close of the previous . 
Marlowe, Myrtle Kirch, Elizabeth i session. 
The industrial 
leaders j incendiary is believed responsible 


Bers-. Florence Berger, Margaret 
: were all down from a fraction to for tw;> barn 
fires 
Rear Keaie. 


COSKOCTON, 0., Oct. 4.—Aja 


Mulder, Gladys Hopkins, Dorothy ! a full point at the opening, while 


ra,\?. Frances Sabiers, 
Helen railroad shares were 
mixed in 


fhe barns 
on neighbring 


end both were full of uew- 


Why Dicky's Mother Strove to Guard Madge Against Mollie. 
M 


'OTHER 
GRAHAM'S frigidt 
"Exquisitely beautiful." I replied. 


auerv as to **e identity of \ 
"Kumph"' my niother-iJi-law ejac- 


">r n- •• f 
*,~™ T,,"r-ir,r 'Ulated, and then a momenT later she 
"Mollic. for whom Jurior , adaed • ag Jf ^^ 


Misohka. Waneta Weischle 
and i their movements, recoverings tak-1'•>' harvested grain. One belonged 


ing place in many of the active lo Oliver Bretzius, the other to J. 


D. Levengood. 
The loss in each 


case was about $4,000. 


Audry Schmauch. 


A3IHER5T BRIEFS 


stocks. 


Selling pressure 
relaxed 
be- 


AMHERST. Oct. 4.—Mrs. Lilly j fore the end of the 
first 
hour, 


Nicholl of Los Angeles. Cal.. was' however, and the market appear- 
entertaiaed last evening at the : ed to be in a sold out condition, 
home of Mr. and Mrs. A. J. Sti- Drives against the market leaders | 


, adaed_ ag Jf 
-You'd bet- 


_ 


was clamoring, affected me co whit, | ter see that Rjchard gets an early 
but Dicky's startled giance at rr.e ' breakfast to-morrow morning. 
He 


when his small son voiced the girl's j wl 
] 
!1. 


-* t'on of the new high school build- of Akron, is to be the speaker at 
'I ing. A feature of the new buil&ng ! the Y. W. C. A. Sunday night. 
5 will be a large gymnasium, de- 


name quickened my pulses measur- j up j,,- 


i doubt, for his work must be piled 


ab!;v 


3. manded by facs alter the rem&rk- 
% j'ble record of the 
school in ath- 


L« iotics the last few seasons. 


Mrs. W. A. Bowen and Miss 


Ruth Garland of Honolulu, are 
the guests of Prof, and Mrs. Geo. 
W. Andrews, at their home on 196 
Forsst street. The guests will sail 
for Hawaii the twenty-ninth of 
g 


"I'll attend to it," I promised with 


was no question in his mind ' outward casuslr.ess, although mj 
. 
.. 
nf _b/._ ' 
concerri!n_ tee person or wnom 
Junior was babbling. This was as 


waM, Elyria avenue, at a 6 o'clock 
dinner. 
Covers were arraigned 


for Mr. and Mrs. Rudolph Law 
and family, Mr. and Mrs. A. J. 
Stiwald and family and Mrs. Lilly 
Nicholl. 


Dan Barcella received a bad 


cut above the eye yesterday aft- 


OTTAWA, 
0., Oct. 
4.—More 


100 horses thus far have en- 


litt'e ! tcre(l t-ne races which will be a 


Louis Harlib (above), New 


Vork jewelry salesman, was rid- 
ing in a tnxicab in Chicago wtyh 
Bee Kink (below) when thieves 
kidnaped the taxi and its passen- 


and then made off with 


in ircms, lie told polirr. 


gers, 


LOGAX. O., Oct. 4.—Police in 


many Southern Ohio towns have 
boeil" ;,;;-ej to watch for Walter 
were 
repulsed 
and 
as 
. 
,__...,,„..,, „ 
—. 


headway was made by the bears r '^ura next week of the Putnam fcarne._;j 17, missing from his home 
against 
the 
Oil stocks. -Good r c-mnty fair. Races will 
b e h e l d here for sever.il days. Barnes had 


buying of industrial 
shares was i Thursday, Friday 
and Saturday. lio moncy When last seen, and his 


encouraged by the favorable ten-! Besidc.3 the 
regular _ racing pro-1 parenu cannot 
account 
for his 


ir.io his studio, no r ernoon at the Ohio quarries. 


displeased and 


nerves tensed at this indication thai 
Dicky's rnoiher, who knew hi:n 
best, evidently thought it wise to 


the 
com uspieasea ana ££«**• ~* ! of pU, attractive young suest. 
tras^poised enough, however, to; 
llgee ,hat ycm do/- =he retorted, 
speas no betraying wor . an 
a..* ,• ajjd tjjen wj;h a quicj. shifting of 


TALKS ALL TONGUES 
tMSbSS?coiie«e 


BUT NOO-YOIKESE 


has 
received 


.he enrollment of eleven more 
students in the past week, bring- I 


• ing the total number of students i 
' ia the college of Arts and Sciences 
] 


1 to 1278, in view of the fact that; 
| one member of the junior class 


i has been forced to leave school 
because of poor health. 
A total 


of 527 have been enrolled in the 
various departments of the Con- 
servatory of Music, which brings 
the total number of students in 
the Conservatory and College of 
Arts and Sciences to 1805. 


"The Creation Story and the 


Origin of Life" will be ihs theme 
of Professor Buddington's tali to 
the discussion group to be held 
Sunday morning, at 9:45 in Spear 
Laboratory. 
The class is being 


held under the auspices of the 
United 
Congregational 
church. 


Last Sunday a large number of 
young folks attended the first lec- 
ture of the series, "Scientific As- 
pects of Some Religious Ideas.1' 


Full plans are being made by 


Alumni Secretary. Paul Appell, in 
conjunction 
with 
the 
Oberlin 


Alumni Association of Cleveland 
for a complete day of entertain- 
ment at the Forest City Migration 
Day, 
Saturday, Oct. 18. 
Migra- 


tion Day is an Oberlin Aliunni Day 


'••'i 
M. Carmarlynck, Frenchman, and according to'the Alumni Sec- 


|i interpreter in League of Nations retary it is hoped to make it a 
* conferences, is a language wizard, sreat success. 
,» '£"'•*-*• •- • 
r \ r 
Professor Lord will speak about 
3 He speaks 
English, _ German, ; ^ experieEces !n Rome last year 


4. Italian, Spanish, Danish, Nor- ; at t},e flrst meeting of the Classi- 
h wegian, Swedish, Polish, Russian, [ cal club which will be held at his 
2 Bulgarian, Czech, Serbian, Ar- jhome, 272 Oak street, on Monday 
3 menian, Turkish, Roumanian, and, ' afternoon at 4 o'clock 
All stu- 


r t 
p 
», 
*,A L 
,- 
dents of AncJent Literature, His- 
=: of course 
French and he is 
&^ ^ arg invited tfl at_ 


:i studying Hindu, Persian and . tenrl_ 


Arabic. 
Professor R. H. Steson, head of 


the Psychology department is en- 
gaged in preparing a monograph 
on phonetics lor publication. He 
was assisted in his work during 
the summer months by Professor 
L. E. Cole. Mr. Cole is now on a 
leave of absence, and is doing 
graduate work at Columbia Uni- 
versity. 


"The 
Church Habit" will be 


-e 
i IT -i ct T i i J- r 
the topic <luesti011 for the Fresh-1 
jrbtrength Until Dhe lOOK Lydia L.% men 
Discussion 
Group 
Sunday I 


Fi-nL-li-rn^c VofdaWo fimnnim/^ rnorning in the First Church. 
IBKHaEl S ¥£H£laD18 vOIupOUiJfc.j 
" 
•£ 
° 
r 
> Elizabeth Rugh, '26, will lead the- 


:* 
~~ 
~~, , 
discussion which is the third 


% Rochester, Mmn.-_ I had ave-r 
n.eeting of the series being held 


V serious operation and it seemed as u I - 


usual in his demeanor. 
But that 


Katherine bad both seen and com- 
prehended his start I was certain. 
I had no lime, h' .'ever, for^con- 
jrtture. 
My mother-in-law's que 


tion atill waited an 
answer, 


while I knew were must be no de 


shifting of 


put an anxious 


"Have you had any letter from 


' Edwin and Harriet yet?" she asked. 


"No." I returned. "There hasn't 


been Urns, has there?" 
"Just about," she said. "But 


istsnlng. 
A remembrance of m 


mother-in-laiv s love of the melo 


account ol toose meas[y detec. 


or of week-ecd business and in- 
dustrial 
reports, 
showing con- 


clusively that the trend of busi-i 
ness is still upward. 
It was also i <iay program. 


seen that there was little enforc- j 
ed liquidation of weakly margin-1 
ed accounts in any part of the: 
market. 
j 


An upward trend in the prices j 


of industrial leaders in the second 


jrram, a mile .consolation dash run 


horses not winning firsts. A 


race will feature the Satur- 


disappearance. 


Werner Zilch, 
Jacob 
Muth, 


Jacob Mueller and William Grobe j 
were hosts to the Home Builders | 
class of the Stone 
Evangelical \ 


church last evening at the M. E. | 
church parlors. 
A business ses- j 


sion was held and refreshments i 
^ 
. , 
, . 


serv0(j 
j strengthened the whoie market, 


.^committee on arrangements I and a moderate rally took place, 


for the entertaining of the Brown- j American can being no 
longer 


helm Aid society of the 
Stone ! Passed for sale as at yesterday's | 


church met at the home of Mrs. '' close- and advanced to 131 1-2, a ; 
Wm. Schibley last evening. 
The ; f u!1 P°int above lhe low of lhat j 
meeting will be held Thursday, j session. 
United 
States 
Steel, i 


all dav. and dinner will be served. ' Baldwin; American Woolen, Gen-j 


IL1OUSNESS 


Inactive liver, sour stomach, 
sick headache, costiveness, 
destroy both mental and 
physical efficiency. 


These disorders easily yitldto 


CHAMBERLAIN'S 


TABLETS 


Pleasant and effective—only 25 centi 


Finnon Haddi . 
Herring 
Perch 
Fre?h Cod .... 
White Bass ... 


Fresh Haddock 
Salmon 


30 
22 
22 
25 
25 
22 
30 
35 


Baetz and Clifford 
are 
con- j 
Electric, Standard 
Oil of 


conversational safety upon it. 


templating a joint dairy business i >"ew Jersey were in the forefront 
and will be known as the B. and 
C. Dairy. 
Mr. Clifford was for- 


merly from Elyria, moving here 
four years ago, and was employ- 


.they're managing: 
gave a friend they en- 
"I cannot tell you that just now, i 


Mother, dear." I said, putting on a , colJntered on*tiie*steamer a"wireless 
mysterious air 
If I can aeeymi to send OQ his _.eturn u_ip .Q one of 


•.lone after^ dinner—you see— L.U- i Edwin-s professional associates in 
"TpSoJely stumbled awkwardly l%£A±*i'ntga*' a PrO!"ir'ent m" 
through the explanation, and my •fe 
' &" 


mother-in-law's satisfied 
nod and 
?racious "Oh. of coarse," rewarded 
me. But I caught a. sardor.ic gleam 
:n Dicky's eyes, and be was distinct- 


are all well, and will 


;y sulky for the rest of the meal. 


Mother Graham corralled me im- 


-nediately after dinner and bore me 
iff to the library. whJle Dicky en- 
raged Junior and Marion in the 
•omp that always signalizes his re- 
turn home after an absence. 


"Now. 
what is this Moiiie busi- 


ness. Margaret?" mv mother-in-law 
Jemandcd emphatically. 


In as marly words as I c«y!d man- 


•.?e in order to make the tale as im- 
jressive as 
possible, 1 sketched 


jnough of the task in which Lillian 
oras engaged to make plausible Mol- 
is Fawcett's presence in our horfse- 
nold. 
Mother Graham listened at- 


tentively, her keen old face alive 
llLh-.intlr_C!?;:_?n_d. ,h!l. ?°^en.ts ! ofdVr: Buri'm'eitremeTy" tiredT'ana 


looking for a letter any- day. 
"There Is Something Unusual!" 


•'By the way, Margaret, did it ever 


strike you that there is something 
unusual 
behind 
that determined 


search for those children? Surely 
the 
comparatively 
small 
estate 


William left, which goes to them 
anyway, isn't reason enough for all 
the trailing those relatives have 
been doing, especially as we know 
they haven't any affection for tha 
children." 


"You mean you 
think 
there's 


some financial stake involved of 
which we knpw nothing?" 


"I mean there's skullduggery of 


some kind going on." she replied 
tartJy. "And I'm going to find on; 


it before I'm many months 


of the advance, 
railroad 


were stimulated by the accumu- 
lation of investment. 


Cotton also was favorably af- 


ed at the National Tube Co.," Lo- ] fectecl by the cheerful week-end 
rain, as 
draftsman 
for 
many; and sold" up nearly S2 a bale, 


years. 
Grain prices were steady, 
bonds 


sluggish but firm, with slightly 


AMHERST PERSONALS 


-AMHERST, Oct. 4.—Mrs. J. B. ury 


Egeland, Blanche Jenne, Dorothy • 
" 


Cox and Charlotte Standen at-! NEW YORK CLOSING STOCK 
tended a banquet given for the j 
PRICES 


employees of the Loraiu Journal j AIlis Chalmers 
'.. .. 59 3-4 


a i, Iroain. 
. 
. . . 
American Beet Sugar ... 
40 3-8 


Mrs. Henry Fnedenck is visit-j \mei-;can 4^ 
I9 1 8 


ing in Elyria called by the death J American can 
'. '.'. '. '. '. ! "130 5-S 


of her niece, Marjorie Sheerer. 
; Amerlcan Car & Fdv. . ; .166 7.8 


Wilmot Printing Co. 


215 Masonic Temple. Phone 3114 


The Hand Bills we turn out make 


the Dollar Bills Roll in. 


Flounders , 
22 


Dr. E. T. Clauser 


Chiropractor and Drugless 


Phvsician 


Daily 8:30 A. M.; 5:30 P. M. 


Evenings 


Tues., Thur. and Saturdays, 


6:30 to 8:30 P. M. 


202 Lorain County 


Bank Bldg. 


PHONE 2623 


lower prices for liberty and treas- 


bonds 
FURNITURE PACKING & CRATING 


IMPERIAL FURNITURE CO. 


E. Broad Street Bridge 


>h6wed me that at Jeast I had ac- 
complished my purpose of insuring 
:ourteous treatment of Mcllie 7a\v- 
.:ett. at her hands during the girl's 
stay. 


"Does Richard know anything of 


f.he girl or of this afuiir?" she asked 


if you don't mind. I'm going tc 
bed. 
No, don't come up with me. 


You've been upstairs with me once. 
I'm perfectly capable of finding my 
own room." 


Mr. and Mrs. Cornelius Lauer 


and family were Lorain shoppers 
yesterday. 
j 


Julius Krause 
and 
daughter! 


Mildred and Esther and Margue- \ 
rete Merthe, all of Elyria, were j 
Amherst callers last evening. 
j 


Mrs. 
Lilly Nicholl visited ia Ely-i , 
. 
„_ „ . 
ria, vesterday. 
Anaconda 
oo 3-4 


Mr. and Mrs. George Schroeder ! Atchison 
106 1-2 


and eon and Mr. and Mrs, J. B. 
Gillette were Lorain 
shoppers, 


yesterdya. 


Mra. George Nickle from Lans- 


ing, Mich., are visiting Mr. and 
Mrs. Claire Stiewald. 


Mrs. Claire Stiewald and guest, 


American Linseed 
19 1-2 j 


American Locomotive ... 
78 1-2 j 


American Smelting 
74 
I 


American Sugar Rfg. ... 45 1-2 
American Tel. & Tel 
127 1-8 


American Woolen 
57 5-8 


American Zinc 
7 1-S 


Baldwin Loco 
121 5-S 


Baltimore & Ohio 
62 


Bethlehem Steel 
44 1-2 


Butte & Superior 
1G 1-4 


Central Leather 
13 3-S 


Chesapeake & Ohio 
84 1-2 


Chicago & N. W 
60 


We loan money on household furniture, piano?, automo- 


biles, live stock or other personal property at legal rates and on 
easy payments. Call on us when you need money for any pur- 
pose. 
The Western Reserve Finance Company 


24-26 TURNER BLOCK 


But I insisted on going with her. Mrs. George Nickle, were Lorain ! Chi., Mil. « Su. Paul 
' — •• 
« - 
r n e g i n o r o i imsa::air.' sne asKea and invented a dozsn excuses for i ^nr~ 
•Hsconcertingly at the end of our attending to her rnmfnrt. 
Visitors, 
talk. 
.Mother Graham's Question. 


"I do not know what Lillian has 
"Id him," i said, truthfully enough. 
'1 have told him nothing, for most 
of It has happened since you left." 
"It's just as well to say r.otbins 


about it," she said, surprisingly. "Bv 
'.he vray, wn.it sort of looking girl 
5s this 


attending to her comfort 
I had two motives in this, both , G!eorge, Aoderhalder 
made a 


o? which I realized were distinctly I business trip into Cleveland yes- 
selfish. 
terday. 


I wished to insure her good na- 
Harry Williams returned from 


ture during the next few days. a business trip to Flint, Mich. 


I wished to put off as long a« 
Mrs. Molly Haseman of Oberlin, 


possible the trying tete-a-tete wUh was an Amherst visitor, yesterday. 
Moilie Fawcett as the 


could not get my 
heal Ji back after 


she 


o f m e n d 
vas taking 


Lydia E. Pink- 


for all firgl rear gtudent£ to which 
a]1 are jnTit'ed> 


Profesgor R, p< Jamesoni head 


°E the Apartment of Romance 
La^'aa£es, spent the summer in 
Elirope as leader of a TeinPle 
J°«" ^ H. rWted Pan's. 
™m5< Cnatean-Thierry. Avignon. 
'Nice and the Prln^!Pal cities of 


evitable between Dicky and me. 


By MBS. A. B. CURTICE 


12 1-4 | 


Chile Copper 
31 5-8 i 


Chino Copper 
19 1-4 J 


c Colorado Fuel 
42 1-2: 


| Columbia Gas & Elec. .. 43 1-8 i 


j Consolidated Gas 
72 
j 


I Cora Products 
36 1-4 | 


j C u b a Cane Sugar ...... 12 3-4 


I Delaware & Hudson 
126 1-4 


! Erie 
26 1-2 , 


Erie 1st Prfd 
27 5-8 i 


Gen. 
Eiec 
...257 
! 


General Motors 
58 7-8! 


Goodrich 
29 1-1 i 


Great Northern Prf. .... 62 
j 


Illinois Central 
107 3-4; 


| International Nickel 
17 3-8 ! 


j International Paper .... 45 7-8 • 
! Kenne.cott 
45 
j 


' Lehigli Valley 
61 1-2, 


Miami Copper ......... 21 3-4 j 


ham's Vegetable 
Italy- Switzerland Belgium and 


Compound for ! EnSland and concluded with a 
nervousness and a i stay of some rtays >n London. At 
run-down condi- ! the en<i ot tne trip a few days 
tion. She had me j T>'ere spent at his summer home , 


• 
in Canada. 
< 


Professor Lord, the hetd of the | 


Latin 
department, 
spent 
the 


'«try some of it, and in a very few days' 
vr time I began to feel better. Jn two 
t weeks I hardly knew myself and after 
t 
4 taking a coupleof bottles morel was i greater part of last yeaf as a Pro-! 
tup and helping around, and now I am fessor of Latin in the School of 
*'. strong and healthy again and am still 
| taking it. It is a pleasure for me tc 
„ write this to you. and I hcce that many 
g other women who are suffering like I 
*was will find out about your medicine. 
-:1 will give any information I possibly 
5 cm." — Mrs." JAMES WILKE, 933 E. 
£ Center Street, Rochester, Minnesota. 
!-. Remember, the Vegetable Com- 
S pound has a record of fifty years of 
S success among American women. 
» LpaKPinkham's Private TexV 


Company, Cyan, Mas.. 


Classical Studies in the American 
Academy of Rome, 
lectures on Greek 
Part of his 
and Roman 


sculptors were made in museums 
in Italy. 
He conducted a regu- J 


lar lecture course during 
the 1 


winter, lecturing on the great. Ro-: 
man historiar- Tacitus, before the 
British - American 
Archeological 


Society at Rome. 


WESTBRVILLB, 0., Oct. 4.— 


STOP THAT DIBTY 


WORK 


Let Us Grease Your Car 


Hi Speed Gas Station 


*7 Cleveland Street—Dial 2050. 


Expert Scr«c« 


the 


problem of filling geren holes Ifefi 
by men who were graduated last 
jear or who failed to return to 
Otterbein this fall. 
Additions to 


the coaching staff since last year, 
howevc.r, are a decided asset to 
Ccach Ditmer, as he now can give 
more careful attention to tho'ae- 
Ulis of the squad's work. 


Feel AH Out of Sorts? 
A 


RE you tired all day; weak, nervous—hardly able 
to keep going? Do you surfer constant backache, 
sharp, knife-like pains, headaches, dizziness and 


annoying bladder irregularities? 


Then look to your kidneys! These hard-working little 


sponges filter every drop of blood in your body. But weak 
kidneys cannot properly do their work. They allow 
poisonous impurities to accumulate in the blood stream 
and upset the whole system. 


Don't let this condition go on! Help your weakened 


kidneys with Doan's Pills." Doan's have helped thous- 
ands. They should help you. Ash gaur neighbor! 


Here Is Elyria Proof: 


H. A. HoKKV/.lK. Mnii'iKcr Standard 
OH Station. 


Luke Avenue & Woit St., hay?: "There was a heavy c!v:l] 
ache through my hack find pharp catches took me. My 
back ivas lame anil sire- nr.cl mornings I ivas st'.fT. 
I 


was off work for four weeks 
My kidneys didn't art 


normally, so I used Doan's rills. 'The backache went 
away and my kidneys were restored to normal." 
Doan's Pills 


Stimulant Diuretic to the Kidneys 


Al «n dealtn, 60c a box. 
Foster-Milbam Co., Mfg. CherauU, BuffJo, N. Y. 


Mich-ale. Steel 
26 


WELLINGTON', Oct. 4.-—Mrs. 


Henry Daugherty received word 
yesterday 
of the 
death of her j 


brother, Howard Hollenbach, 
at; 


his home in Saginaw, Michigan on 
Thursday. 


Mr. Hollenbach is well known 


in Wellington having spent many 
years of his life in this commu- j 
nity. 
He graduated 
from 
the' 


Wellington High school and was i 
a former teacher in the schools, j 
He was a teacher in Saginaw, hav- j 
ing devoted his life to the schools, 
when death claimed him. 


Funeral services will be held 


Sunday. 


WELLINGTON BRIEFS 


WELLINGTON, Oct. 4—Among 
; 


, the Wellington people who 
at- j 


i tended the 
Wooster Fair this 


! week were Dr. and Mrs. Snyder,! 
: Mr. and Mrs. Charles Jones, Mr. I 


and Mrs. C. E. Dirlam, Dr. and i 
Mrs. Spangler. Dr. Weedman, Mr. j 
Ferd Kamp, Mr. and Mrs. Clar-1 


. ence Gariss, Mr. George Omeroid. j 


1 Mr. Eldo Lehman and Mr. and 
i Mrs. Dirlam of Sullivan. 
; 
Prof. Trimmer of 
Cleveland, 


'. well known in this village, will, 


play the organ at the Lo-Net on 


! COL C. E. BAYLOR 
! 
GENERAL AUCTIONEER 


i 
Wellington, Ohio 


j 
LITE STOCK A SPECIALTY 


i 
20 Years Experience 
' Phone—Long Distance 95Y at my 


Expense 


Would Fester and Itch and 


Burn, Cuticura Heals. 
" I Wj^troubled with pimples 


and blackhead* for four or five 
years. The pimples were very large 
and red s»nd would fester arid itch 
and burn. They were scattsrcd all 
over my face and were both tincom- 
fortablc and embarrassing. My 
face was disfigured. 


I tried different remedies but to 


no avail. I read an advertisement 
for Cuticura Soap and Ointment 
and sent for a free sample. After 
using it a few days I noticed »n 
improvement so purchased ir.ore, 
which completely healed nw." 
(Signed) E. H. Bellman, R. 3, Box 
28, Eland, Mo. 


Give Cuticura Socp, Ointment 


and Talcum the care cf your skin, 


SjsvpJti rr«efcyH»Sl. Address: "GttlcM«,I.eJ»t 
t»ntm. Dtp*.». Msidia tS, Miic." Sold V<$} 
J5onp 2Sc.Ointn-.ent JEind 50«. Tile am ZM. 
"' Try o^T neTf Sharlag S:icK 


For One Week Only at $1. 


Beginning Oct. 6 
OVERCOATS AND SUIT; 
LADIES' COATS 


LADIES WOOL DRESSES 


LADIES' SUITS 


This is the last of our specials 


Phone 2058 
226 Middle Ave. 


We Call For and Deliver 


DE. M. A. ABBE 


LICENSED 


CHIROPRACTOR 


Hoars: 9-11 A. M.; 1-6 P. M. 


Evening Appointments 


PHONE 2194 


308 Elyria Savlnjjs & Trust Bldg. 


IT DOES EXCEL 


A TON CASH 


A car on track now. It's clean, lumpy and free 


from all impurities. 


Sudden Service 
Phone 2224 


SATURDAY, OCTOBER 4,1924. 
THE CHRONICLE-TELEGRAM 


Church 


unccmcnt 


United Presbyterian Church 


Plans Evangelistic Service; 


Promotion Day, Rally Sunday 


ST. ANDREWS 
EPISCOPAL 


Corner Middle and Third. 
Edwin B. Redhead, rector. 
Sunday school at 9:15- 
Holy Communion and sermon 


at 10:45. 


Sermon theme: 
"The Cup of 


Remembrance." 


Evening service at 7:15. 


A sacred cantata, "The Wom- 


an of Sychar," will be sung at 
this service. 


FIRST CHUKCH OP CHRIST 


SCIENTIST 


309 East avenue. 
Morning service at 11:00 a. m. 
Subject: "Unreality." 
Wednesday evening, testimon- 


ial service at 8:00 p. m. 


Reading room located In the 


Redington block, corner 
Cheap- 


side and Second street, open daily 
from 10 a. m. to 4:30 p. m. and 
> 


evenings from 7:00 to 9:00, ex-! 
cept Wednesday. 


1. B. S. A. 


The 
International 
Bible Stu- 


dents will meet in Wurst's hall 
Sunday. 


10:00 a. m., Bible Study. Topic: 


"The Spirit of the Sound Mind." 


At this service there will be a 


special musical program rendered 
by the orchestra, a male quartet 
and the choir. 


Thursday evening, 7:30. mid- 


week prayer service. 
The 


The Annual Bible School Rally 


Day and Promotion service will be 
held next Sabbath morning at the 
United Presbyterian church. Reg- 
ular school session at 9:45 and a 
special program 
will 
begin 
at 


10:15. 
All present members of 


the school are expected to attend 
and all others are invited. 


Evangelistic services 
will 
be 


held 
beginning Sunday, Oct. 19. 


Othie Sackett, better known as 
"Young 
Kid 
McCoy," 
former 


champion 
featherweight 


ST. PAUL'S EVANGELICAL 
Third street and Middle 
ave- 


nue- 


Rev. Paul Bourquin, pastor. 
Sunday school at 9:3u a- m. 
Morning service, 10-43. 
German service at 11:30. 
Bible Study at 7:30., 


Lake Avenue Sunday School 
The Sunday school of Lake ave- 


nue will meet on Sunday 
morn- 


ing at 9:00. This S. S. will meet 
at Stop 7, Lake avenue school 
hourie. All the people of this com- 
munity are urged to come. 


PILGRIM COMMUNITY 


Garford school. 
L. W. Mann, pastor. 
Church school at 9:45. 
Superintendent Eugene L. Wil- 


son- 


Morn.'ng service at 11:00. 
Subject: "Commissioned." The 


Lord's Supper will be observed , 
.ind after the service new mem- I 
bers will be received. 
I 


. - 
— 
— book 


of John is being studied. 


A. cordial welcome to all these t ^""-'"F*"11 
i^o.i.ii^A rw^ism. 
UVACI, 


services has been extended the ' wil1 be t!ie speaker. Services will 
public. 
be held each evening at 7:30 with 


METHODIST EPISCOPAL 


Third and Court street*. 
Rev. Edwin Kirby. 
Sunday scbool at S:30 a. m. 
Morning service at 10:45. 
Sermon theme: "God's Demand ' 


for Adventure." 


Evening service at 7:00. 
Theme: 
"A Twice-born Prize 
Fighter." 


Note the change of time for the 


evening service. It is 7:00 in- 
stead of 7:30. 


All Sunday services will be held 


in the Sunday school rooms of the 
church. 


LAPOKTE M. E. CHWiCH 
LaPorte M. E. churcfi. 
Sunday school at 10 a. m. 
Public worship at 11 a. m. 


UNITED PRl£SBYTEPIAN 


East aveaue and Second street, 
Rev. G. A. Browi, -ninister. 
Residence 130 Harrison street 


Phono 7t63. 


Bib'e" school at 9:45 a. in. It. 


W. Ramage, Superintendent. 


Annual Bible School Rally Day 


and Promotion Service. 
Regular- 


school session at 9:45 a. m. Spe- 
cial program at 10:15 a. m. 


Morning worship at 10:45. 
Evening service at 7-30 p. m. 
Union Public School Recognition 


Service in the Church of Christ at 
7:30. 
Pastor's theme: "The Re- 


ligious Element in Public Educa- 
tion." 
| 


Mid-week 
scrvije 
f( r 
Bible | 


study 
and 
prayer 
Wednesday - 


evening at 7:30- 
; 


Coming — Evangelist "Young ' 


Kid McCoy," ex-pugilist, Oct. 12- 
19. 
I 


A cordial welcome to all espec- i 


ially to those who have no church j 
home in this city. 


a special service for men at 2:30, 
Sunday afternoon. 


Special 
prayer 
meetings in 


preparation for the Evangelistic 
service, have been arranged for 
the following places: 
at 
7:30, 


Monday evening, E. W. Wright, 
704 E- River St.; Tuesday, Mrs 
W. B. Stranahan, 422 Oxford ave- 
nue: Wednesday, A. E. Snodgrass, 
244 East Third street; Thursday 
E. H. Wilson, 289 Marseilles ave- 
nue; Friday, P. S. Stock, 314 Lodi 
street. 


A general invitation is extend- 


ed to these meetings. 


9:45 Sunday school. 
11:00 
morning service. 


3J30 preaching service. 
'6:30 Junior League- 


MT. ZION BAPTIST 


128 Pine street. 
Rev. Charles Brown, pastor- 
Sunday school at 10:00 a. m. 
Morning service at 10:30. 
Women's auxiliary at 6:00 p. m, 
Evening service at 6:00 p. m. 
All welcome. 


CHURfH OF CHRIST 


Second and Chapel streets- 
Rer. W. L. Burner, pastor. 
Sunday school at T:30 a. m. 
Rally Day. 
Morning service at 10:30. 
Theme: "What Thomas Miss- 


ed.' 


Christian Endeavor at 6:30 p. 


m. 


Evening service at 7:30. 
P u b l i c Recognition Service. 


There will be a union service, a 
tribute to the teaching staff in our 
public schools. 
Sermon by Rev. 


G. A. Brown. 


Ohio 
P., at. Athens; 
Junior- 


Frosh hike. 


Oct. 14—Artist Recital, Cleve- 


land Symphony orchestra. 


Oct. 15.—Student Chest Day. 
Oct. 17—Monthly lecture, Prof. 


Richard Burton, on "Mark Twain, 
a Neighbor's Viewpoint." 


OBERLIN CLIBS 


OBERLIN, 
Oct. 
4.—Oberlin 


club and social activities for next 
week are: 


The Nineteenth Century Club 


will hold its first meeting of the 
year 1924-25 on Tuesday, Oct. 7, 
at the home of Mrs. L. T. McFar- 
land, 41 East Loraln street. 
* + * 


The I. T. Y. T. M. Club will 


meet Monday evening. Oct. 6, with 


Mrs. Bernice Hart Spitzer, Mer- 
win A'pts. 
*** 


The Southwest Sewing Circle 


will meet with Miss Williams, 111 
South Professor street, on Thurs- 
day, Oct. 9. 


The West Lorain and North Ce- 


dar Mending Bee will hold its 
guest day meeting on Thursday, 
Oct. 9, at the home of Mrs. E. M. 
Ransom, 280 West Lorain street. 
***« 


The Oberlin Circle of the Child 


Conservation League will meet at 
the home of Mrs. Wilton Dawley, 
228 South Main street, on Tues- 
day, Oct. 7, at 2:3U p. m. 
COLUMBUS, 0-, Oct. 4.—Col- 


*** " 
iimbus Central Y. M. C. A. will be 


The Literature department of headquarters for the annual ineet- 


the Women's Club will hold its I ing 
of 
the 
Ohio Council 
of 


first meeting of the year at the 
home of Mrs. J. W. Ertln, Pitts- 
field, Tuesday, Oct 7, at 2:30 p. 
m. 
Note change of hour. 
Mrs. 


F. J. Lehmann will discuss "The 
American Play," and Mrs. Panne- 
lee will give1 readinge. 
All mem- 


bers of the department are ex- 
pected. 
*** 


The Woodland Avenue Mending 


Bee will meet with the Misses 
Hosford on Thursday, Oct. 9. 
*** 


Literary and Social Club will 


meet Thursday, Oct. 9, with Mrs. 
W. C. Carson, Morgan street. 


PAGE THREg 
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Churches, October 13 and it. 
sessions are expected to bring 
Columbus & large number of „,,„ 
100 assembly members, represent* 
ing tho sixteen Protestant denom- 
inations affiliated with tho coiia- 
cll. Harvey S. Firestone. Akron 
rubber manufacturer 
and presi- 


dent o: the council has given as- 
surance that ho will attend. 


STEAMSHIP AGENCY 


And Foreign Exchange. For r*t«s 


«nd read-rations, see 


MATHIAS RAIDL 


110 West River St. 


OBERLIN 


ittBS. W. H. CHAM* 


WISH. 
.ray 


of- 


FIRST BAPTIST 


Second street and Middle ave- 


aur. 
Rev- W. L. Walker, pastor. 


Bible school at 9:45 a. m. In- 


teresting Bible studies for 
Classes. 


Morning service at 10:45. 
The pastor -will preach. 
B. Y- P. D. at 6:30 p. m 
Evening service at 7:30. 


all 


ALLIANCE SPIRITUAL CHURCH 


OF TRUTH 


I. 0. 0. F. Hall. 
Services at 7:45 p. m. 
Rev. 


Edw. Lohman, of Cleveland, will 
deliver the address. 


Subject of the evening: 
"On 


the Hilltop." 


SECOND M. E. CHURCH 


W. L. Noel, pastor. 
Prayer service at 5:00 a. m. 


Technical High School Building 


Beginning Tuesday Evening, Oct. 7th 


7 o'clock 


48 Lessons Offered in the Following Courses: 


1. Mechanical Drawing. 


Architectural Drawing. 
Cabinet and Pattern Making. 
Machine Shop Practice. 
Shop Mathematics. 


6. Plain Sewing, Dressmaking. 
7. Millinery. 
8. Cooking and Meal Planning. 


2. 
3. 
4. 
5. 


Men and women not attending school are eligible. 
$3.00 registration fee collected which is returnable in case' 


you attend 75% of the sessions. 


Classes on Tuesday and Thursday evenings—7 o'clock to 


9 o'clock. 


Enroll at Auditorium of Technical High school building, 


Tuesday evening, October 7th, 7 o'clock. 


8ALVATIOX ARM* 


574 Broad street. 
Captain and Mrs. Jeffries 


ficers. 


WEEK DAT 


- 
Monday, Home League, women 


only, 7:30 p. m. 


Tuesday, band practice, 7:30 


p m. 


Wednesday- 
Thursday, Public Meeting, 7:30 


a. m. 


Friday, Corps, Cadet and Band 


Practice, 7:30 p. m- 


Saturday, Free and Easy Meet- 


ing 8:00 p. m. 


SUNDAY 


Jail Service, 9 a. m. 
Holiness meeting, 10:15 a. m. 
Company meeting, 2:00 p. m- 
Y. P. Legion, 6:30 p. m. 
Salvation meeting, 8:00 p. m. 


SECOND CONGREGATIONAL 
Meets 
on 
Sunday in 
Gates 


school auditorium. 


Bible school at 9:45 a. m. 
Special Rally Day service with 


members by the orchestra. 


Morning service at 11:00 a. m 
Rev. W. E. Wilkins, of Brcn- 


son, 
Mich., will preach. 


No evening service. 
Mid-weeS service 
and prayer 


meeting on Thursday evening at 
7:30 p. m. 


OBERLIN, 
Oct. 
4.—The old 


high school property 
on 
South i 


Main street was sold this week 
by the board of education to Geo. 
Bailey, George Morris and Henry 
Haas, 
the price being $12,500. 


This is the same amount that Mr. ! 
Bailey offered for the property 
at the public sale held lasc year. 
At that time the board retained 
the property believing a higher 
price could be 
secured. 
At 
a , 


meeting held last week the offer j 
was again made them and the ' 
board voted to make the sale. 


The new owners plan to lease 


the building for the present and 
to sell off business lots if the de- 
mand arises for them. 
The iron 


fence will be removed and the 
walks will be changed 
to 
run 


straight out to the street from 
the main entrance to the building. 


Sam Simon has leased the rooms 


north side of the lower floor and 
the basement and plans to open 
up a furniture store there. 
It is 


probable that the third floor will 
be remodeled for a lodge room. 


All the school ^rounds, embrac- 


ing the lot on "South 
Pleasant 


street are included in the sale. 


ST. JOHN'S LUTHERAN 


Broad street and West avenue. 
Rev. W. C. Birkner, pastor. 
242 Eastern Heights Blvd. 
Sunday school at 9:15 a. m 
Bible class at 9:30. 
English service at 10:00. 
German service at 11:00. 


GRACE LUTHERAN 
CHURCH 


Corner Princeton 
avenue and 


East River street. 


Key. Harry C. Muhly, pastor. 
Sunday 
school 
Adult 


class at 9:15 a. m. 


Morning service at 10:45 a. m. 
Sermon theme: 
"Prayers and 


Intercessions." Eph. 3:13-21. 


Evening service at 7:00 p. m 
Sermon theme: 
"What I Be- 


lieve About Sin." 
This is the 


third in a series of sermons on 
some of the 
fundamental doc- 


trines of the Bible. 


"We preach Christ crucified." 


OBERLIN, 
Oct. 4.—Founda- 


tions for the Dudley Allen Me- 
morial hospital, now under con- 
struction on West Lorain street, 
are about completed and work is 
expected to go on rapidly if weath- 
conditions permit 
according to 


contract officials in charge of the 
work. 
Recent wet weather has 


caused much delaying in the worl-- ' 
which was begun early in August. 


The building is being built at a 


cost of 5146,000. 


ILLUSTRATOR AT WORK 


ON SCENES AT OBEBLIX 


OBERLIN. Oct. 4.—Miss Flor- 


ence E. Little, a graduate of the 
Cleveland School of Art and the 
Carnegie Institute of Technology 
has been spending the past two 
weeks painting scenes 
on 
the 


Oberlin campus. 


She has completed a picture of 


the Men's building, and is now 


. busy with a view of the campus 


Bible j green looking from the center of 


the campus 
toward 
Severance 


laboratory. 
Mies Little's pictures 


will be on exhibition in the Art 
building when they have been fin- 
ished. 


Before coming to Oberlin. Miss 


Little served on the staff of the 
Pittsburgh 
Gazette 
as feature 


writer and illustrator. 


Anniversary 


131 


of 


October 


on 


Monday 


FIRST CONGREGATIONAL 
Corner 
Court 
and 
Second 


Streets. 


Pastor, 
Rev. 
William 
Muir 


Auld. 


Church school 
at 9:45 a. m. 


Morning service at 10:45 a. m. 
Christian Endeavor at 6:30 p. 


m. led by Mr. Auld. 


All services will take place in 


the Gates room in the basement 
of the church. 


FIRST SPIRITUALIST 


G. A. R. Hall. 
Service at 7:30 p. m. 
Mrs. Waldo Hook will hold an 


all message service." 


PRIZE WINNERS. 


OBERLIN, Oct. 4.—The win- 


ners in a contest conducted by a. 
local newspaper were: 


Mrs. F. R. Harley, Studebaker 


Duplex-Phaeton; Mrs. Irene Bu- 
kovac, Ford sedan; C. A. Hogue, 
parlor suite; 
W. 
G. Edwards 


radio outfit. 


COLLEGE CALLENDAR. 


OBERLIN, Oct. 4.—The college 


calendar follows: 


Oct. 
9—Dramatic Association 


one-act play, 7:30. 


Oct. 11—G. F. A. dance, Men's 


gym, 7:00; football, Oberlin vs. 


THE CHURCH OF GOD 


223 Lodi street. 
Elder J. 
Moore, pastor, 
-will 


open Oct. 4 at 3:30 p. m. 
Public 


invited. 


Come one! 
Come all! 


Evangelists and other workers 


of the Gospel will speak. 


A. M. E. CHTJBCH 


129 Lodi street. 
Morning service, 11:00.. 
Evening service, 7:30. 
Class and prayer meeting, Wed- 


nesday evening at 7:30, 


RIDGEVILLE, Oct. 4.—Church 


services for Sunday are: 


Congregational 


Rev. Edward C. Young, minis- 


ter. 


Sunday school at 10:45. 
Morning service at 11:00. 
Harry Diebel, a Cleveland at- 


torney and author of legal books, 
will speak. 


ST. PETER'S CATHOLIC. 
Father John N. Rhein, pastor. 
First mass at 8:15. 
High mass at 10:15. 
Sermon at each. 
Instructions for 
children be- 


tween masses. 
After last mass 


benediction of the blessed sacra- 
ment and baptism after this serv- 
ice. 


POMEROY, 0., Oct. 4.—Pome- 


roy, a town with one street sever- 
al miles long, soon is to have a 
cross street, through the opening 
of Second avenue. Such step was 
found necessary because of heavy 
motor traffic, caused by the open- 
jag of several new state highways-. 


to the winner of first prize in the National Home Lighting Contest. Any child, ten years 
or older and regularly enrolled in any public, private or parochial school, may compete. 


Registration cards and announcement folders, giving all details, are being distrib- 


uted from the office of The Ohio Public Service Co. at 405 Broad St, to those eligible to 
take part. 


HOME LIGHTING PRIMERS will be distributed to all who have filled out regis- 


tration cards. 
; 


YOUR CHILD WILL NOT BE MISSED—arrangements have been perfected which 


will enable those directing the contest to place registration cards and primers in the 
hands of every s^gle child entitled to become a contestant. 


TELL YOUR CHILD to come into our office and register for the contest. 
That will be the key that will unlock for your child the opportunity of winning the 


$15,000 electrical home, one of the ten national prizes, ranging in value from $300 to 
$1200 or one of the local prizes, ranging in value from $10 to $50. 


The National Home Lighting Contest is designed to teach the public, particularly 


the young generation, more about electric light, and how in their daily lives properly to 
use it'so that in future years there will be less eye trouble and better general health. 


Thus, participation will be a benefit to your child quite aside from the liberal priz- 


es offered. 


Further information can be had at the office of The Ohio Public Service Company, 


405 Broad Street. 


405 Broa d Street 


CUT PRICE SHOE STORE 


NO CHANGE IN OWNERSHIP OR MANAGEMENT 


THE OHRONICLE-TKLEGBAM 
SATURDAY, OCTOBER 4,1924. 


VIVID COLORED 


DRAPERY AT SIDE 


IS UNIQUE TOUCH 


Events Monday 
\ 


Teacher,3 As- 
> 


at 
McKiniey ' avenue, will 
McKinley Parent 


sociation 
meets 


school at 3; 30 p. m. Supt. P. C. 
Slasioo will be the speaker. This 
is the lirst meeting following ihe 
summer adjournment and an im- 
portant, .one. 


Guild 
of the Ffrst 
Congrega- 


tional Church meets at 2:30 at 
the ebtireh. 


Executive Board of the Wom- 


an's C'vie C'mb meets at the /icme 
if Mrs. B. E. Saunders, 60S Mid- 
dle av.'ime, 2.30 p. m. 


Teachers and Workers Council 


of the First, Baptist church inre's 
at the i ome of -Mr. and Mrs. Har- 
lie St.^ Jck. Oxford Court. 


Brookside School Paivnt Teach- 


ers Association meei^ at School 


MEETINGS 


Mrs. J. D. Kaiser, 1374 East 


entertain 
the St 


Ann's Sewing Circle at her homr 
on Thursday afternoon of next 
week. 
4 


The first 
meeting of the Wo- 


man's Civic Club will be held in 
the Gates room of the Congrf-sa- 
tional church on Wednesday, Oc- 
tober Sih at 2:30 p. m. The mem- 
bers of the Art and Music Depart- 
ment will act as hostesses for the 
c-tternocn. 


ihe K. 


at 
High 


Pythian S^ters meet 


o.'P. Hal! 


Junto 
Chili nvets 


School building. *:<>() P m. 


Sunday school (.ounul 
o? St. 


Fual's Church me^ts in the church 
l driers, 7:3^ p. in. 


Dames of Malta meet in the I. 


0. 0. F Hal!, 6 o<) p. m. 


Ladies' 
Catholic 
Benevolent 


Societ/ meets m the K. of C. hall. 


Columbia 
Clah race:« at St. 


Jchi's Lutheran School on Tnird 
street. 


St. ,'oseph's Benevolent Society 


Association 
House 
Elyra 
Chapter 
of Delphian? 


meet m the 
Directors 
Room of 


The Elyria 
Savings 
and Trust 


Company, 7:0<> p. m. 


HOIE ECONOMICS 
DEPAKTMEXT OF 
WOMAN'S CIVIC CLUB 


The Deranmen: of Home Eco- 


nomics of'the Woman's C/. ic Club 
met jesierday a'zernoon a-J the 
Y. W. C. A. for thsir nrB: mcer.ng 
of the fail season. 


It was srues: day ror the mem- 


bers arid there ^as a fine attend- 
ance at ihi* mee'ins:. the general 
subjec: being ' Clothes.'' 
M's3 


B. R. Jones contr'outed 
to 
the 


pleasure of the program by giving 
several piano selections 


The ne.\t meet.ns: of the de- 


partment Mill occur November 7 
at the Ga'es room of the F.r;: 
Congregational church, when Mr;. 
Edith Parerson McCIure of Da>- 
con. chair-nan of the Thr.f: Com- 
mittee of the State Federation of 


AUTUMN" RALLY OF 
GIRL RESERVFS 
IS HAPPY AFFAIR 


The first meeting of the Girl 


Reserve club was held in the 
"gym*' at the Y. W C. A. yester- 
day after school. 
Although the 


?roup was small ther? '>eing about 
thirty present, jet much interest 
and enthusiasm was shown by 
those piesent 


Mrs. W. O. M.-Clellan. Mrs. Geo. 


Johnson and Mrs Foster, ni«r-1- 
bers of the Girls Work Commirec 
were present and Miss Henrj, wna 
wil! act as one of the advisors. 
was also present. 


After the welcoming speech by 


' Miss Elsie Seymour, Miss Ellen 


Cox presided over the opening 
ceremony including the code pv,-- 


j po?e and the s'ogan of the G R. 


Parent Teachers [ dub. After a song, some of 'be 


Si-'uool ' older members gave the beautitui 


j initiation candle ceremony ?n,l 


following a short talk on "Tne 
Mean'ng of the Blue Triangle." 
by M.ss Sevmour. the members 
marched out with liglred candles 
singuig, '"Follow ihe Gleam." 


Refreshments and games com- 


pler^d the program for the day. 


The 
Washington Corps 
will 


meet 
on 
Wednesdays 
at 
fo'i: 


o ...ock, the Gates ar.d Jeffersc.i 
Corps 
on 
Tuesdays 
a: 
three 


oMock and the Ely Corps on Fr> 
dav afternoons at four o'clock. 


Prof. Herman U. Leedy Is New 


Leader of Music at Church 


Of Christ; Sunday Program 


Music is coming to have a new 


neanins to those 
attending the 


Church of Christ. The music com- 
rar.tee which Mrs. T. T. Robinson 
is chairman, has secured the ."er- 
' ices 01 Prof. Herman V. Leedy, 
formerly of Boston Conservatory 


womeu. The school is well grad- 
ed with departments and classes 
to car-i for every age. The spirit 
of the school is contagious. 
The 


orchestra now has sixteen mem- 
bers ana is doing 
excellent, ser- 


vice. They will play at 9:30 a. m. 


but now doing graduate work at j Frof. Leody will lead the music. 
Uberhn. Mr. Leedy is proving him | To all with no church connection 
M If an exceptional leader and al- 
lesdy there is noted a healthy in- 
,-ea^e in attendance at all ser- 
\:t»s of the church. 


Next week he will be in Zaaes- 


\.lle ;n charge of the music of the 
State Sunday School Couveution. 
In addition to leading the conven- 
•ion music. Prof. Leedy is on the 
laculty having lectures in every 
session on music as it relatts to 
•he school in its various depart- 
•• ents. In his courses are lectuies 
>*i th j 
"History of 
Music" and 


Types of Music Adapted to Var- 


.ous Departments of the School." 
one evening will be giv^n over to 
.VuSie and a great 
pageant por- 


;r.:y:ns; 
the spirit 
of Armistice 


Day will be 
d rected 
by Prof. 


1 v.edy. 
The local 
church feels 


i;uue 
fortunate 
;n securing the 


;ervice^ of such a leader. 


Rally Da> Services 


The Ral'v Day services in the 


Churc.i of Christ Bible 
norro'i at 9'30 a. m. 
will be a 


ri.al homecoming for many old 
r..embers-. At the same 
time the 


row classes and teachers will be- 
gin their work; new membersVill 
be welcomed at this time. There 
rre three 
big adult classes, one 


Lnxed and or.e each for men and 


special invitation is extended. 


Recognition Services 


The order 
of service for ihe 


Public School Recognition service 
to be held at the Church ot Christ 
Sundav evening is as follows: 


Prelude, "Grand Aria"—Pern- 


arest. 
Organ. James Stuart Constantine. 


Piano. Walter Hmkle. 


Hymn. "Day 
Is 


"U est, ' No. 45. 


Invocation, Rev. W. L. Burner. 
Lo.-d'3 Prayer in Unison. 
Response by the Choir. 


I •« ere called there by the death of 
,'thctr grandfather, 
Carl 
Peters 


j formerly of this city. 


Mr. and Mrs. D. K. Smetzcr of 


East Broad street were the giusts 
yesterday 
of Mr. and Mrs. D. E. 


Joltz oi Norwalk. 


Mr. and Mrs. D, C. Pike and 


daughter, Pauline of Lisbon, O., 
are the week end 
guesis of Mr. 


£»d Mrs. J. 
C. Coheu 
of East 


Hroad street. 


Mr. and Mrs. Will Walters of 


Cleveland 
are spending 
several 


aays with the 
letter's 
brother. 


Gus L. Brems o! 14S High stiret. 


The Misses Virginia and Mary 


Adelle Baguell of Broad street are 
slightly improved following tonsil 


j 
Mrs. George 
K. 
Mahoa 
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i Fifth street spent 
yesterday at 


I Villa Angela, Nottingham, visiting 
• r f r drughter, 
Adella, 
who is a 


student there. 


Dyins in the I 
Mr' and Mrs' John Daly ot Ms 
ujing in tne , c i t y ,alled Qn Mr &nd Mrg A L 


' Frederick of Amherst 
last t '-en- 


ing- 


Mrs. Olive Roig was a guest of 


i *iie National Protective 
Life As- 


PETERSOHN 
(EDITORIAL) 


Every Suit or Overcoat I make Is a Walking Advertisement for my 
bushicss. Every customer gets a hundred per cent satisfaction or 
I don't take the money. 
Ladies' and Gents' Altering, relining, 


cleaning and hand preying. 


JOHANN PETERSOHN, TAILOR 


OVER LOOMIS' BOOK STOKE, CMEAPSIDE 


Anthem. 
"Jesus, the 
Very ! 
, 
- 
, T 
. „,, 


•thought of Thee"—Widener. 
j ±|?UOQ of Loram Thursda>' ^*- 


Scnpture 
reading. 
Proverbs' 


4:1-27, Rev. Paul Bourquiu. 


Hymn, "Love Divine." No. 555. 


Mr. and Mra. George A ogler of 


Water street 
are visiting 
with 


Prayer. Rev. William M. Auld. 
Solo. "Spirit 


linger—Herman U. Leedy. 


Offering. 
Ofier'ory, 
Selected— Bible 


school to- School Orchestra. 


Sermon, "The 
Religious Ele- 


ment 
in 
Public 
Education."— 


Rev. G. A. Brown. 


Hymn, "0 Master. Let Me Walk 


with Thee." No. 120. 


Benediction. 
Rev. Paul 3our- 


quin. 


PostJude, Selected. Orchestra, 


friends aou relatives 
at Medina. 


IF BANKS INSIST ON 


-INSURANCE- 
Then it should be good enough for your own Pro- 
tection—most people never think of insurance 
until they walk in the ashes of their former home 


. A. OSBORNE 


CENTURY BLOCK 


An Insurance for Everything That Merits 


Insurance 


Rev. Edwin Kirby Announces 


Series of Sermon Subjects 


of God " *s'eid- • ^10. over Saturday and SuniL.y. 


" ' 
Mrs. John Gurney of this city 


spent jesterday with her mother, 
Mrs. A. 
Powlownki, 
Fourteenth 


street. Lorain. 


Born, to Mr. and Mrs. Clyde 


Nichols, 243 Gates 
avenue, 
a 


babv daughter, at Memorial hos- 


i pita!, yesterday. 


j 
Mr. and Mrs. W. L. Vaughn and 


I children are week-end guests of 


Mr. and Mre. R. p. Vaughn of 
Bucyrus, Ohio. While there Mr. 
Vaughn will referee the Bucyrus- 
Mansfield football game. 


TEE-NUPTIAL PARTY 
HONORS MISS 
ELIZABETH MORGAN 


Mrs 
Clarence Dyke of Sugar 


Ricige Road was hostess last . .-e- 
r.'ng to the members of the Alpha 
Class at a delightful party honor 
ing Miss Elizabeth Morgan, •whose 
n;arr,aee v.ll be an even: of the 
r.ear future. 


The aita.r was :n the natuvt of 


r. miscellaneous 
shower :o: the 


Tbl5 simple^ evening frock ot 


flesh colored satin is embroidered 
with crystal beads. A vivid coral 
colored drapery at the side is an 
original touch. 


MA XV KRIKNDS 
( \THER TO HONOR 
MIv. AXD -MRS. FOSTER 


F~:ends 
and 
rcl.itives 
f-om 


Be-"..n H=.~ht?. Rochester. Bere.j. 
Olerli". Loratn. ar.d Xsvc-cn. 
Kansas "a'hereJ a- the rome c~ 
M" anc ^Irs J. L Footer on East 
a-. eaite October 1st. to celebrate 
the.r ™o".den vedd.nc ann.--rr;ar>. 


Anicng t"e presents -rowered 


Thero is an unusual program 


rcr 
Methodists tomorrow. 
The i dier." 


1 -stor will begin a monthly series 
: Sunday evening 
sermons on 


•'ie theme- "Twice-born Men of 
I'cor London." The subjects are 
•.s folic ws. 


Oc-. :—"The T-^.ce-Born Prize 


Oct 19.—"The 
Depraved Sol- 


Lowest 
of the 
Oct. 26—"The 


LiOW." 


The musical program for Sun- 


cay evi ning is rich and unusual. 
Mr. Frederick L. Brown, who won 


_ four prizes at the Welsh Eistedd- 


"•".shter." 
; fed, will sing the solo which took 


Oct. 12—"The Black Sheep of j the first prize. Also other special 


the Fa n:lv." 
i music. 


Clubs will be tne speaker ar.d the i bride-i ieci 
and 
many teaurfu! 


Woman's Civic Club will be guesis 
of the department. 


SECURITY BENEFIT 
ASSOCIATION 
INSTALLS OFFICERS 


The Security Beneni Associ-- i 


lion hied a. fine meeting in the I. | 
0. 0. F. Hall las; evening with j 
some eighteen members of the \ 
Loram 
Assoeiat.on 
and 
some' 


iwenty-fi%e members from Am-', 
aerst in attendance. 


There was a joint installation 


gifts were presented her on :rrs 


The guests 
numbered twelve 


and =pent the evening with nee- 
dlework and chat. Dainty refresh- 
ments " ere served ai a late hour. 


on them ^as a car 
fr. e ten dollar pieces. Gold pieces 
were also rece *> ed f ro-p Mr. 
and 


Mrs. H. D. Wool, who ha_^e jus: 
re'urned to the:'- "tore :n Tampa. 
Fiorjdd. atter \iS't.nz ;r.e:r "ar- 


avenue. 


G. I. G. CLUB f.lRLS MEET 
MARRIAGE LICENSES 


WITH JEANE1TE TERRY 
Xorman F> Melvillei 27[ of 420 , 


The girls of the G I. G. Club i East avenue, Elyria, metallurgist, . 


r.-.p: a: the home of Miss Jeanettes. and Leaora Melville, 
24, 
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Grace street, Elyria, by a minis- j 
ter of the Gospel. 
] 


Georgia Wenig, 45, physician, j 


Woodstock, Ont., and Eva Sands, I 
37, clerk, Lorain, by a minis-1 
ter of the Gospel. 
! 


! 
Harry Diedrick, 22, mason ten- j 


business 
session, | der, Elyria, and Helen Chervenka, 


and dancing were ' 18, coremaker, 358 Vulcan street, 


Elyria, by Rev. Bourquin, Elyria. 


FOUR O'CLOCK 
CLUB ENTERTAINED 
FRIDAY AFTERNOON 


The Four 0 clock Club -ssas en- 


tprtainpd 
Friday 
afternoon D> 


Mrs. 
William 
MiUspaugh 
and 


of the Elyria and Lora.n officers Mrs R. B Fay at the home of the 
with the result that A. B. Gieber- former. 311 Wes: avenue. 
con was installed as local pres:-1 
An interesting review of the 


dent. 
The other Ehr.a officers 
1 


are 
as 
follows: 
G. A. Dostall, 


am vice-president; Mrs. Florence 
Wissinger, second vice-president; 
.Mrs. 
Jennie 
Krause, 
preiat-: 


Henery S\\esey. 
s°ntinal; 
Fred 


Dostall, conductor; secretary, M's 
John Wilhelmy, and 
treasurer, 


Mrs. Anna Hoard. 


A fine banquet around tables 


gay with autumn flowers waa 
served following the installation. 


book. "The Fabulous Forties," by 
Meade Mmnigerode was presented 
by Mrs C. E Lozier. A musical 
piogram consisting of fine old 
Scottish melodies sung by Miss 
A.ngelyn Webster. 
Mrs 
J. G. 


E Treat was 


SEME-ANNUAL RALLY 
OF R. N OF A. 
WELL ATTENDED 


The Semi-Annual Rally of the 


Royal Neighbors o! America ot 
Lorain county took place Fnda\ 
afternoon 
and 
e\ening in the 


Wurst Hall with &ome ore hun- 
dred and twenty-fh e delegates in 
attendance 
, 


A school of 
instruction 
was 


conducted during the afternoon 
period by Mrs. Minnie Schott of 
Columbus, state super; isor. Dur- 
ing the evening, MI>. Schotr 
as 


well as Mr-. Josephine LaVer=ne 
of Cleveland, gave splendid talus. 
Mesdameo He.dleman and Barton 
of Cleveland, v,ere \.-.tors. 


A class ot n!iic weie initiatPd 


at this evening meeting and din- 
ing the election of officer 
1; the fol- 


lowing wompn from this cit/ v.-pro 
chosen for office: Mrs. Ella Wil- 
liam, president, and Mr?. P. C 
Biddle, chancellor. 


A delicious supper wi=; = 
Qi-\erl 


at St Paul's chtr.fh nt tu o clock. 


Wnerry, and Mrs. F 
much enjo> ed. 


On October 17th, the club wi'l 


be entertained by Mrs. C. E. 
Lozier, 51S Washington avenue. 


BRIDE-ELECT HONORED 
AT LOVELY SHOWER 


A d aghtful shower •sis given 


a the home of Miss Ella Re:^-.ng- 
ei in ] onor of Mis" Ethel Good- 
>c-ar v.hose marridge to Edward 
Srhopnhcrr o*f this city wil be an 
c\ent ( t the near future. 


Th" ho^te^ses Miss Grace Prin- 


f e, Mi?s Ha^el Wacker and Miss 


Keiiinger 
very dehgluiiilly 


with 
music 


JUNIOR MISSION BAND 
OF B\PTr-T CHURCH 
HOLDs FIXE MEETING 


Tne Jan-ci- Mis-'on Band cf the 


r.rst Ba it.st cnurch met :n the 
Men's class room yesteiday after- 
noon wiia a splendid attendance. 
The regular order of ser->ice took 
place after which Mrs. B. David- i 
?on told ttOtre stories of the chil- 
dren of India 
This was follow- 


ed Lv a rev ew o! t.ie life of Alex- 
ander Duf. me Srsc n.-ssiozary 
to India, suen by Mrs. C. M. Ack- 
err^an. who a.iso ga\e a rnef re- 
su"ie o; the pre". .oa& lesions. 


L.ttle 
M.ss 
Irene 
Zachman 


pi^: ea a j.^'-.o solo and at the 
close of the meeting me children 
adjourned to tne primary room 


Terry last even.ng. 
Election of 


ofccers was held :n which Miss 
Jeanette Terry was eiected presi- 
dent: Miss Blanche Burkette, vice 
president; Miss Josephine Krug- 
inan; secretary; Harriet McRob- 
erts. treasurer. 


After the 


games, music 
enjoyed. 
Delicious refreshments 


i were served by the hostesses. 


The next meeting will be held 


Tuesday, November the ISth. the 
place of meeting to be announced 
later. 


Become Expert 


Dressmakers and Tailors 


Learn 
& profitih.e 


business quickly. Ths 
only school in "Cleve- 
land nsins the Paris- 
inn syjten 
Day and 
•renlcg plssj;s. 
Di- 


ploma on graduation. 


iischiaa Embroidery 
nugh: 
by eiper't 


teacher iron Frs:ce. 
Learn qaickSr. 
Mske tip money ac 


norna on your o-wn mschice. 


1- Lessons $15 


CliVELAND DESIGNING 
M».- 


& CtTTTIKG SCHOOL 
C45S 


So«a 212-14 400 Euclid Wdg., Clerelsnd 


PLEATING 


All kinds, skirts $1.00 


Each 


Hemstitching 8c per yard 


ST. ANDREWS GUILD 
TLANh FOR BAZAAR 


The East Side Guild of St. And- 


rew's Episcopal church met yes- 
terday afternoon with Mrs. L. R. 
Taylor, 247 
Princeton 
avenue, 


Tvith fifteen members present. 


After a short business meeting 


the afternoon was spent 
making 


aruclps for the annual bazaar to 
bo held sometime 
in December. 


Refreshments were served by the 
hostess. 


The Guild will 
be entertained 


Ot:ob>- 16 at the home of Mrs. 
Walter Dyke of East River street. 


HOSPITAL NOTES. ' 


Admissions 
Fred Griffis, 2521 


East 55th street, Cleveland; Mrs. i 
Grace Huribut, R. D. No. 3, Ely- 
j 


ria; Mrs. Walter 
Orerton, 
417 I 


West 14th street; Perry Clapp, j 
R. D. 2; Mrs. William Davidson, 
f 


931 Walnut street. 
| 


Discharged: 
Anthony 
Golin- 


ski, 410 West 14th street, Lorain; 
Alice Keyser, Sharon Center, Ohio. 
Personals 


DR. JOHN P. 


RANKIN 
ANNOUNCES 


A CHANGE IN SCHEDULE 


OF OFFICE HOURS, 


BEGINNING OCT. 4TH 
INQUIRIES WILL BE 


ANSWERED BY PHONE 


OR PRINTED CARD 
PHONES 2624—2428 


508 ELYRIA SAY. & TRUST. 


BLDG. 


Women Like Our 


* 
»> 


Washing Service 


The thing that women appreciate most about our family wash- 
ing service is its dependability. One would naturally think the 
quality of work would com-e first. Perhaps it does, but it's the 
dependability of the service that women mention most fre- 
quently. 


Perhaps it's because they expect quality but have been so many 
times disappointed by home helpers that our reguarhty im- 
presses them the more. 


It is rather satisfying to know that your washing will be called 
for at a certain hour each week, and returned at a ce/tain time; 
that you can depend on clean clothes when_you need them. 
The steady Increase of work in our family washing department 
which we have mentioned in the past, still keeps up. 
Woman 


after woman is putting her home washing equipment in a cor- 
ner of the basement or sending for the second hand man, giv- 
ing ui> forever the old idea of home wash day. 


When you tr> our system you will do the same. 
It is never 


hard for us to keep new customers once they try the service. 
Won't you try it now? 


WE USE IVORY SOAP 


We G-ive and Bedeem U. S. Purple Stamps 


30 WEST AVE. 
PHONE 2286 


e iterramed 
g?mes 


The guesis 
included Mrs. Lee 


Terrell. Mrs. Ruth Ehrke, Mrs G. 
R Gxunear 
of 
LaPorte, 
M'ss 


1 lorer.'^e 
Fullmer 
of this 
< ity. 


\r;sq Rhea Bef-s.ng and Miss Alice 
liuk-j ( f Graf ton. 


where refreshments were ser\ed. 


LAPORTE METHODIsT 
LADIEV AID SOCIETY MEETb 


The Lad'e=' Aid ?oilet\ ot the 


LaPor*c Methodist cnur'"'p ^IP; at 
the home of Mrs. Waiter Dirlam, 
with a lar^e 
attendance. 
Mrs. 


Oscar Bmgham and Mrs L. Bur.- 
gart a=i cted the hostess. 


After a short business session 


Miss Mae' Rcbscn 
sang 
a solo 


which wa- followed by a \ery in- 
teresting talk on Janan by Mrs. 
Charles Jackson. A piano solo by 


! 
C. R. Bennett of -Stop 7, North 


! ridge road, was called to Kewa- 
! nee, 111., by the serious illness of 
! his father. 


Do You Know Where 


THE GIFT SHOP OF 


i 
LORAIN IS 7 


LOCH HADDIN INN 


j 
Luncheon'—Dinner Parties 


$1.00—$2.50 


2905 East Erie Ave Phone 8272 


Mrs. B. F. Hackett of Norwalk 


is the 
week 
end 
guest 
of her 


daughter, Mrs. C. F. Tremame of 
East Broad street. 


Mr. and Mrs. Walter Peters of j 


Cleveland, Howard Peters and El- 
ner Peters of Elyria, left for Ar- 
lington, la., this morning. They 


ffl-O-HI TEA ROOM OF 


OBERLIN, OHIO 


85 South Professor Street 


Open All Day Including Sunday, 


Excellent Food—Dinners 


Arranged in Advance, 


2 Special Dining Rooms 


Telephone 886K 


andVMrs. Roy Robson closed the after- i 


J noon's program. 
| 


The hostesses served dainty re-j 


freohmenrs to the members. 
I 


Mr. and Mrs. John 
Mikowitz, 


'O.1 East Rner street spent }=s- 
rrday ^ith their 
daughter £.nJ 


j 
The 
honored 
gue^t 
received | son, Aiica ana Paul on the bci r, 


, many beautiful and 
useful gifts. 
( Price 
McKir.ney 
m th*. Loram 


, Dainty refreshments were served I T^irbor Paul i- first 
mate and 
| at a late hour. 
| :,i)?s /.]lca IS nurse of t-ae sh;p 


3IARANATHA CLASS 
ENTERTAINED in 
MISS oKLu:rii:LD 


The 
Marnnatin 
' la^ of the- 


.^irst 
Baptist 
fhnrui r\\-\p\. i » 


fine moet.nc 'ast (viuii-j: a f the 
home of Mibo Laura D"li^:ie'.d on 
Jvtish r-trect. 


Several impor'Pnf 
nia't nis oi 


busin -- v.^re tran-jr t^.i (Jurire 
tne 
o'l-lnr-^, m- ll!lc 
i r ^ ^ i f i f i 


over by M.-s E'. u ^ ' . n ' ^f.'-i 
.\n h 'k-l.our !• ^.-on p'-r on Vi,-; r 
by Mr-,. "\V. L 
V v t > 
r. 
v - ir~ 


tcnstly ir.t-ri-tirrj; n 1 ( o r - ^ ' ^ c l 
primarily of a r on-.d- .d*ion o- t'^ 
iirst chrp'er of the Il;j,~', 
Tian». and an 
v.hol^ bcok. 


Games pro-> . 


roda 


:,o- 


i). 
',?!<- 


Dain'y 
r«f- f-hi" 


s-orvei by the hr -"•.<. 


LARGE ATTKXDXNCK \T 
CONCORDIV CUB I'MITY 


The Concord a C'ub card par'. 


vt-a< a decided sucnr-s- with for'v 
tables at cards filled. 


Tho five hundred r,nz°f \\e?r 


swarded to Mr?. H. Nnu<5 ?r.d J 
H. Hothen, fir?t; Mrs. T. Worces- 
ter and Arthur Panders, .-econrl. 
while the pedro prize-, went 
to 


Mrs. 
Frank 
Kelhng and P. H 


Rilc-y; Mrs, Phillip RiJpy and F 
A. Derek in the 
ord*>r 
narn^d. 


Mr.-. Frank Kelling also won tbr- 
door prize. 
' 


A dfhcious luncheon Aas ser\- 


ed by a rommittee in charge and 
it was announced that the club 
ttould hold another card paity in i 
two weeks, 


At Castle's Is A 
Pleasant Task 


Our newly arrived sflnc-tioi^ of Wallpaper 


for Fal] and Winter are the acme of interior dec- 
orating smartness 


And the personal service rendered you lias 


been developed to the point where rhnr-'iv Wall- 
paper is a distinct pleasure. 


Wall Paper and Paint Store 


White Lead, Oil, Brushes, Shellac, Enamels, 


Barreled Sunlight, Patching Plaster 


Let Us Estimate Your House Painting, Refinish- 


ing Floors, Decorating. 


We Give U. S. Purple Stamps. Ask for them. 


uestion 


Confronts 


a 


The children are fast growing up. But 
they are still in school, uninstructed in 
business procedure. Obviously, it would 
invite trouble, to provide by Will that 
they receive their full shares of the 
estate in cash, should the father be taken 
away, 
Then at what age would these 


minor heirs be competent to manage the 
estate ? 


Our Trust Officer is prepared to go 


into this interesting question with you. 


SAVltf 


BANKS 


EAST 


POSIT 
STCQ 
IA.OHIO 


WEEK OF OCT.B to I I 


GOLD SEAL CONGOLEUM ART RUGS 


6x9 Gold Seal Congoleum Art Rugs 
7.50 


Nationally advertised price 9.00 


71-2x9 Gold Seal Congoleum Art Rugs 
,........ 9:45 


Nationally advertised price 11.25 


9x9 Gold Seal Congoleum ArtRugs 
11.25, 


Nationally advertised price 13.50 


9x10.6 Gold Seal Congoleum Art Rugs 
., 13.10 


Nationally advertised price 15.75 


9x12 Gold Seal Congoleum Art Rugs 
14.95 


Nationally advertised price 18.00 


Other sizes at attractive reductions ranging down to the 18 
x36 inch rujr 
5 
> 
-..:.'.- 39c 


Gold Seal Congoleum by the yardI,.....,........ sq. yd. 69c 


Nationally Advertised at 85c yard 


75c Gold Seal Congoleum Rug Border 
sq. yd. 59c 


See Br6ad Street Window for Prize Contest Trim 


The Harry H. Smith Co. 
HOMEFURNISHERS 
ELYRIA, OHIO 


SATURDAY, OCTOBER 4,1924. 
THE CHRONICLE-TELEGRAM 


S LETTER 


General News and Gossip from Staff Writers at 


Home and Abroad 


By LES COXKLIN 


NEW YORK, Sept. 4.—The col- 


lege boys have hit New York 
again—and business in many lines 
is picking up. 
The sightseeing 


buses are carrying capacity loads; 
the lady in the Statue of Liberty 
entertains collegiate callers daily, 
and the theatres are almost as full 
as the divorce courts. 


Shopkeepers within walking dis- 


tance of every campus have rai&ed 
their prices and will continue to 
keep them inflated until Manhat- 
tan's latest residents discover that 
they are being victimized. Estab- 
lishments such as "Harry Gold- 
stein's Haberdashery" and "Joe's 
Lunch" have changed tbelr signs 
to read, "The College Shop" and 
'TJniversit Lunch," in an effort to 
attract the new class of custom- 
ers. 


New York's leading colleges are 


only forms of amusement 
are 


penny-ante and betting on what 
time the 5:15 will pull in. 


By Chas. F. McLaughUn 


" 
SATURDAY, OCTOBER 4 


WJAX, Cleveland, «9U Meters, 


1:2 midnight. Joe Smith's .\Jar- 


tha Lee Club orchestra. 


12:10 a. m., pianologue, Etael 


Khody. 


12:20 a. m., Forest 
City Hot 


Shots; George Teare, saxophone; 
Lob MoCaslm, banjo; Benny Da- 
vis, lamp chimney; Larry Wright, 
combs. 


12-23 a. m., guitar solo, Eddie 


Connois. 


12 «n a. m , Joe Smith's Martha 


Columbia, Fordham and New York Leo Club Orchestra. 
University. 
Columbia, with us 
12.40 a. m , contralto solo Lot- 


magnificent new School of Bus!- ta May Kelly, Frank Wiesenb&rg- 
ness, 
bas 
found 
itself 
rather, cr at the piano, 


crowded for room and has traiib-1 
U..T, a. m., \ionn solo, Honiei 


ferred its football activities north-, \Vjltf-r, Frank 
Wie&enberger at 
ward to Baker Field, nestling in a | the piano 
bend on the Hudson. 
The field 


was namer in honor of its donor, 
George 
P. 
Baker, 
millionaire 


banker and philanthropist. 
• » * 


Since New York University and 


Fordham are on the edge of the 
city limits, the Columbia under- 
graduates hold the center of the 
spotlight. ThPir interclass battles 
result 
in 
street 
riots 
111 the | 


Morningside Heights district dur-1 
ing September and October, when 
the hazing of freshmen is in full 


12'3i' a. m , Metro Trio, ukule- 


1.- and harmonizing. Josephine Pe- 
terka, Belle 
Barrows, 
June Me- 


diation. 


12.3.") a. m., soprano solo. Hex 


Haller, Frank 
Wieseuberger 
at 


the piano. 


1 O j a m., Kozhk-Wallace or- 


thestri of Zimmerman's ballroom, 
£catunng_vocal specialties by Paul 


Jack Germ 


PAGE HVE 


The motion picture people had" so 


much trouble with the elephants 


] they were trying to dress up for 


their act. 
One of the elephants 


hurt himself and ran around bel- 
lowing. 


His bellowing excited his mate 


and she began to run after him, so 
what he did not upset she did, until 
they both ran into a piece of seen-' 
ery twenty feet square, and it top- 
pled over on them, stopping their 
night. One could see the canvas 
of the screen rise and fall as they 
walked under it, dragging it here 
and there, but presently all hands 
m the studio lifted it off their backs. 
Just then their special'keeper came 
to the rescue. 
As soon as they 


saw him, they ran to him and near- 
ly knocked him over in their hurry 
to get to him. He had been their 
keeper always, and had brought 
them up on the bottle, and though 
they were three years old now, 
they were still only babies and 
they trusted him as ^on do your 
father to protect you if you are in 
trouble. 
Being such big, clumsy 


animals, and both rushing to him 
at or.ce, they nearly squeezed tiis 
life out of him between their big 
heads when they hit him at the 
same time. And there he was, edg- 
ed m between them, trying to pet 
them both at once. The funniest 
Part of it all was that they were 


were probably cross to them when 
it is not their fault that they couL 
not tell what you wanted them to 
do. Now, Tootsie," turning to one 
of the elephants, "be a good little 
girl and let papa tie a pretty ha' 
on you. Here, I'll wipe the teanr 
out of your eyes with my owr 
handkerchief!" And he wiped he? 
•— "~~ «"" ••"=.» "<=ic uujiuieruait'i; • Ana ne wipea nes 


noises that sounded as if eyes and put his face against hers 
t*£i 
h*i i£ 
sf****?M A. 
«_O 
!_-. t J? 
m» • 
•* 
*-» 
. . 
.° 


A 
"Some V'ld Oats," Rialto Theatre, Matinee and Night, 


Mondaj asad Tuesdaj, October G and 7 


™ 


Ethel Rhody at the 


j piano. 


Greenwich Village, far from the i rn^' a'^ ' ,ba°j.° so.10' EJdie 
inic-itivo f,-.,f«r^,r,. h™,-,,^ -,„,! i Connors, Frank ^ies?nberger at 


ilu piano. 


1.30 a m., musical 
novelties. 


Seven Musical Magpies. 


inquisitive fraternity brother and 
the bothersome chaperon, is an 
ideal 
spot 
for 
the 
collegian's 


nightly 
terpsiLhoreaa activities. 


Dozens of tearooms, quaint inns 
and 
would-be 
cabarets 
draw 


crowds of youths in pursuit of 
vine, 'Aomen and education. The 
music is terrible, but the prices 
are appealing. 


The unsophisticated youth nat- 


urally is attracted to the expen- 


1:40 a. m , Hawaiian melodies. 


Kamiki quartet. 


1'50 a. m., Kozlik-Wallace or- 


dies'r.i 
of Zimmerman's 
ball 


loom. 


2.10 a. m , Austin J. Wylie and 


his recording orchestra 
of 
the 


Golden Pheasant restaurant, fea- 


SUNDAY CONCERT 


Another smashing, 
laughing 


program 
has been arran^d ior 


tomorrow's Sunday concert at the 


men and women will not be ad- 
muted together. 
On Monday aft- 


ernoon and evening -,\omen only 
will _be admiued,. 
On Tuesday 


mattinee and evening, men only. 
T,,.,, 
., 
, 
__ 
,. 
i "^"'•""tD auu evening, me'i only. 
, * 2-^eatreLH!ad,insr tne bil! Children under 16 jears will not 


be admitted at any performance. 
is a gorgeous whirl of \outh and 
beauty, presented b> the famous 
Reno Sisters and Allen, ia "The 
Dance Fantasy of 1924." 
The 
BIG SHOWS COMING 


Many of the biggest hits of the 
. 
- 
- -- 
---- 
-.in1-r UL tii^ uis&^=^ mis ui tut; 


act is gorgeously staged and cos- year are underlined for earlv ao- 


pearance at the Rialto theatre 
including, "Seven-Eleven " Oala 
—~ 
_ - 
w 
vj jj. ( 
\_r ti j. tj, 


De Mama>, "Sahara," "Lightnm," 


« ed- 
Another tis featuie will 


offer, the big European novelty, 


One 


bhe cabarets in the bright lights !r 
turm£ "Doc" 
Whipple, pianist; 


district at first, but the Village ' T|5rry George, trombonist, and Ed- 
wius out m the end through its ] dic Swan, saxophonist, 
atmosphere of Bohemia, romance' 
2*30 a. m. Tom 
Donahue and 


and econonn. 
his Bamboo Village orchestra. 


It is a hard task to go through ' 
WHK, Cleveland, 283 Meters 


college in Xev, 
York, and the' 
~"5u P- m-' to 2 a- m-> carnival 


hardest part of it is deciding what program. 
form 
of amusement offeis 
the 
WTAM, Cle\eland, 390 Meters 


most entertainment in the even-! 
s'^° P- m-—Orchestra 
ia 
a 


ing. As a result scholastic stand-' dance program 


KSD, bt. Louis, 346 3Ieters 


S . u O p. m., orchestra aud ;-pec- 


ing suffers. 


The program for the evening is , 


usually decided by the toss of a ] ••••*•-- 
coin. "The theatre if it's heads, WSAI CINCINNATI, 309 Meters 
a dance it it's, tails, and study if 
" - — 
-*- = -- 
"-- - 


it stands on edge." 


S p. m., chime concert; 8:15 p. 


. 
m., broadcast of University of Cin- 


Despite the abundance- of dis- ' cmnati-Georgetown college night 


tractions in the metropolis the 
college students here seem to be 
able to get through the examina- 
tions by the skin of their teeth. 
Investigation proves that there 
are fewer failures m the New 
York colleges than in universities 
located in small towns, where the 


football srame, direct from Gam- 
ble Xippert 
stadium; 
12 p. m.,- 


midnight entertainers. 
WCAE, Pittsburgh, 462 Meters 


'3:GO p. m , 
dinner 
concert; 


7:30 p. m., Uncle Kaybee; 7.45 
p. m., baseball scores and popular 
songs; S to 
S:30 p. m., 
Silent; 


entitled "Wra\s Manikans.' 
of the best Manikin 
acts 
„.„. 


brought to America. It's a riot 
that every kid and adult m Elyria 
will want to see. A ton of nov- 
el equipment and effects are used 
in its presentation. 
Then comes 


jolly Jack and Eva Arnold, big 
time .folks, with an original line 


The 


"The President'* 
Own 
Hand," 


"Simon Called Peter,'1 and a host 
of others. 


"DISCARDED WIVES" 


"Discarded Wises," the vital 


play to e\ery man and woman, 
will be shown at the Rialto thea- 


tj 
---». ~ wv- 
WA.IU if 
UWV*4.1U,&L* 
OO ii- 


they were half crying and half 
talking as they told him their 
troubles. 


He talked back to them and pet- 


ted them just as if they were two 
little children. 


"There! There! Don't you mind! 


Papa won't let the bad men hurt 
you any more!" 


You see he was so fond of them 


that he always called himself papa 
when talking to them. 


Then he turned around and said, 
Say, you fellows! Why don't you 
tell me when you want to dress 
them up? I can do it in five min- 
utes. They understand me. I never 
hurt them, and you clumsy things 


RIALTO, Sun. Oct. 5 


Matiuee at 2:80 P. M.—Night 7 and 8:40 P. M. 


SUNDAY CONCERT 


OFFERING THE BEST IX VAUDEVILLE AND PICTt RES 


OUS WHIRL OF YOUTH A> 
SISTEBS & 


PRESENTING THEIR LATEST SENSATION 


SY OF '24 


A moi' OF FUN FOR CHILDREN AND ADULTS 


A TON OF EQUIPMENT AND NC/VEL EFFECTS 
•"•"••"••^BE 
TWO JOLLY FOLKS—YOU ARE BOUND TO LIKE 


her. 


This made Bootsia jealous, ana : | 


he tried to push him away fron. 
1 ^r. 


"Oh, shame on you, Boot?ie! 


You are jealous , so you are! Bu' 
never mind. Ill pet you and give 
you a nice peanut if you will let 
papa put on your pants and a cute 
little coat and some high-topped 
boots." 


Talking to them and petting 


them thus he soon had them both 
dressed from their boots and shoes 
to the veil on Tootsie's hat and the 
stovepipe hat on Bootsie. 


(The animals do more funny ami 


interesting things in the nesi 
story.) 


, 


tre VMth a matinee tor ladies only j 
at which matinee a special lecture ' 


of comedy songs and patter. 
Kuhn Sisters, two beautiful girls 
' "" ", uk-"nm.LH &iii:> 
_„ „.„„„. iticit^iicc a ojJCUlfl 


with splendid 
voices, 
harmony for the women has been at 


singers, par excellent. 
The But- 


ters offer an artistic noveltj on 
the wire, with plenty of thrills 
_„,„„ ^ 
A, a L 


A two-reel Imperial comedy, fea- land" is the title of 


TOMORROW 


"BRINGING UP FATHEH" 
"Bringing Up Father In Ire- 


the 
new 
, 
. 
/^(1 
" ' 
""^ 
*^» 
onw 
l,il,ic Ui 
LUC 
HcW 
tunng Clyde Cook ^n his latest! George McManus cartoon comedy 
scream, "Wet and Wearv," and a 
J 
' 
- 
<-umeui 


one-reel 
Current 
Events of the 


Day in pictures, complete the bill. 


Matinee at 2:30 p. m., Even- 


ing at 7 and 8:40 p. m. 


"SOME WILD OATS" 


Coming to Elyria, drect from 


its sensational run at the Colonial 
theatre, Cleveland, ' Some Wild 
Oats," the most daring picture 
ever produced, will be the attrac- 
tion at the Rialto theatre, for 
three performances da:l\, 2:30, 7 
and 0 p. m. 
Monday and Tues- 


day, October 6 and 7. On account 
of the delic e subject and scenes, 


to be presented at the Rialto 
theatre on Monday night, Oct. 13. 


"Bringing Uu Father In Ire- 


land'1 is a musical show catering • 
to the masses of the ordinary the- ' 
ater-goer. 
There is no attempt at 


artistic production in any way, 
shape or form. It is intended for 
ludicrous 
laughter 
and 
for no 


other purpose. 
Music and danc- 


ing form a pleasing en\ironment, 
as does pretty girls and beautiful 
scenic surroundings. In this way 
has the McManus entertainment 
endeared itself to the children as 
well as the grown ups. Seat sale 
Saturday, Oct. 11. 


1WO 1I1KMONY BABES FROM MISSOURI 


A NEAA NOVELTY—EUMPS AND FALLS 


A 2-REEL IMPERIAL COMEDY RIOT 


CLYDE COOK IN "WET & WEARY" 


PRICES-—MATINEE, CHILDREN 15c; ADULTS 40c 


NIGHT—ALL SEATS 50c; GALXERY 25c 


TO 


MOTHERS 


TO 


FATHERS 


ON ACCOUNT OF THE DELICATE SUBJECT AND SCENES, 
MEN AND WOMEN WILL NOT BE ADMITTED TOGETHER. 
CHILDREN UNDER 16 YEARS WILL NOT BE ADMITTED. 


It's Your Fault, You Never Told 
Me Is the Daily Cry of Thou- 
sands of Daughters and Sons! 


The Most Daring 


and Delightful 
Picture of the 


Season 


FREE-$5.00 in Go!d-FREE 


Electric Iron and Sihcr Set will be given away to ihe persons 


bringing up to 


"The House That Jack Built"' 


Friday Night, October 10th, 1924 


I 


A complete list of articles together with the rnercha'nt's names. 
These articles will be on display in the store windows and will 
be given auay Saturday night, Oct. llth. Look for the Yellow 
Card. Make out jour list aud \\'m a prize. Open to everybody. 


STARTING 
SUNDAY 


FOUR DAYS 


T h e screen's 


greatest lover as 
tho hero of the 


famous ro- 


mance ever writ- 
ten! 


Super-lavishly 


produced f r o m 
the stirring story 
b y B O O T H 
T A K K I N G - 
T O N. 


SIDNEY OTcprr 


PRODUCTfON 


Pnsurlc/fo 


Adoiph Zufcor, 


1 "vA 


with 


BEBEQANlELS.LoisWHson 
Doris Koflcn, Lowell Sherman 


S 30 p m , musical Drogram. 


W\\J, Detroit, 517 .Meters 
7.00 p. m.—The Detroic Xews 


orchestra. 


WCX, Detroit, 517 Meters 


6:00 
p. 
m , dinner 
concert, 


broadcast from Hotel Tuiler, and 
fiual baseball scores; silent even- 
ing. 
WEAP, New York, 492 Meters 


6 p. m., dinner music, orches- 


tra; 7:30 p. "in., "Ride on Loco- 
motive;" 7:50 p. m., jazz pianist; 
banjois*; S:05 p. m., Mme. Baker, 
soprano; S'45 p m., string quin- 
tet; 10:15 p. m?, musical pro- 
gram; 11 to 12 p. m., orchestra. 


WOR, 
Newark, 405 Metrrs 


7 p. m., contralto; 7:15 p. m., 


leport 
of U. S. commission 
to 


"Virgin islands; 8:30 p. m., Margu- 
lies trio; 8:45 p. m., hour of nov- 
elties; 0:30 p. m , orchestra. 


WOC, Davenport, 484 Meters 
10:00 p. m., orchestra. 


"WRC Washington, 469 Meiers 


7:45 p. m., Bible talk; 8:00 p. 


ro., song recital; S:45 p. m., ten- 
or; 9:5,5 p. m., time signals. 
WGY, Schenectady, 380 Meters 


8:30 p. m., dance 
music 
and 


popular songs. 
EDKA. Pittsburgh, 326 Meters 


J5:15 p. m , 
dinner concert; 


7:15 p. m., the children's period; 
7:30 p. m., address; 7:45 p. m., 
{.be 
world's 
uniform Sunday 


.school lessor,; 
8 p. m., 
baseball 


iscores, &port review; 8:30 p. m , 
(concert 
by Westinghoube 
band 


and double mixed quartet; 0:55 


(p. m., Arlington time signals and 
|v/Bathe1* forecast. 


KYW, Chicago, 536 Meters 
8:00 p. m., soprano; tanor; tne 


Indiana Male quartet; 9:05 p. m , 
talk by Vivette G*orman; 9-10 p. 
in., Youth's Companion, including 
stories, 
articles 
and humorous 


sketches; 9:35 p. m.. late sLow. 


WBZ, Springfield, 337 Meters 
7:40 p. m , concert Trio: S-15 


p. m , concert by String Quartet 
and orchestra; 9'30 
p. m., con- 


cert bv Bertha Wells, reader and 
trombonist, 
and 
by Beatrice 


dough, soprano and pianist, 9:55 
]•, m., 
Arlington 
time signals, 


vveather leports. 


WKBH, Chicago, 370 Meters 
7:00 p. m , soprano: radio Sun- 


day srjool lesson; orchestra. D . O O 
to 10:00 Yellow, Red and Orange 
tales; 
Hawaiian steel 
quit^rs: 


readings; dance selections. 11 "00 
to 12:00, tenor; 
special sougs; 


orchestra. 


WMC Memphis, 509 Meters 
9:30 p. m.—Program to be giv- 


en by ^he Mazda Grotto Glee Club. 


AVJZ, New York, 455 Meters 
8:00 p. m., violinist: 9:30 p. 


m.. religious program 
by Cantor 


Arthur Green and choir; 10:30 p. 
ra., dance orchestra. 


has contracted a loveless marriage 
and the two are attracted, to each 
ocher. The scenes that follow are 
tragic and interesting. 
Sunday 


"Sinners in Silk." 


Dreamland — "Fighting. Jim 


Grant," featuring Lester Cuneo 
This is a thrilling Western picture 
full or action, and- it -will 'be 'sh6wn 
Sunday ag well. 
AJsp.a comedy. 


Grand—Last appearance of the 


the comedy drama,-"The 
Hunt- 


ress" and also "Swastika," the 
\vonder man, who tells the past 
and future. Sunday, that wonder- 
ful 
picture, 
"Jlansieur 
Beau- 


caire," from the story of Booth 
Tarkington. 
Rudolph Valentino, 


Bebe Daniels, Lois Wilson, Doris 
Kenyon and Lowell Sherman have 
the leading parts. 


With a Brilliant Oast 


including 


Adolphe Menjou 
Eleanor Boardman 


Conrad Nagel 


Edward Connelly 


It Shows 


Everything 


Today Only 
''FLAMING- 
PASSION" 


Love, Caresses, 


mad, 
tingling mo- 


ments of joy; Un- 


bridled luxury 


and frivolity; and 


—the price she 


paid. 


THE LAW OF EUGENICS 


Who is the man jour daughter is going to 
ruarrj? Do not judge him by his money, his 
earning capacity, or his character and fitness 
to be 3 our daughter's husband. 


The parents should send them to see this remarkable Photoplay 
for tho lesson it teaches. It tells the truth and shows every- 
thing and yet it does not offend. 
An education of a life-time 


told in two hours. The most benbational, daring and spectacular 
motion picture ever shown in Eljria. 
Somethiajg new in pic- 


tures. 


DIRECT FROM PITT THEATRE PITTSBURG 


ONE 
DAY 
ONLY 


50c—BEST SEATS—50c — NO CHILDREN ADMITTED 
NIGHTS 
50c, 75c, $1 - 
FOR EVERYONE OVER 16 


LIVES OF A MILLION WOMEN WASTED- 


Why Doesn't Love Last After Marriage ? 


TENSELY 


APPEALING 


STORY 
OF A 
WOMANS 
MOVING PICTURE 


Admission 
50c 


MONDAY, MATINEE 3:30 AND NIGHT AT 7 AND 9 


Admission 


THEATRES 


i — The .final .snowing of 


"The Flaming Passion," featur- 
ing Irene Rich, and Monte Blue. A 
young girl to please her mother 
marries a Scotch nobleman whom 
she does not love. 
He becomes 


an invalid, one night she gives 
him an 
overdose 
of 
morphine 


thinking it, was aspirin. 
He dies I 


YOU ARE m LOVE 
r 
~ YOU ARE GOING TO MARRY 


YOU ARC MARRED 


THIS 
f 


WONDERFUL / 
PlAY 
/ 


7/iePLAY 
ADULTS OV£R /6 
YEA&S OP AGE 


Will You Be Able to Hold the Love of the One You 
Cherish—Or Will Your Marriage End in Divorce ? 


— 
== 


At Matinees for Ladies Only a Special Lecture Has Been Arranged 


No 
Children 
Admitted 


Actual 
Scenes 


TIESDAY, MATINEE 2:30 AND NIGHT AT 7 AND 9 


ALL SEATS 50c 


ONE NIGHT ONLY 
MONDAY, OCT.... 


THE Fl*N SHOW OF THE WORLD 


GEO. McMANUS, FAMOUS CARTOON COMEDY 


ALL NEW BRIGHT AND GLITTERING THIS SEASON 


COMEDIANS—SINGERS AND DANCERS 
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USES NASH CAR 
EXHAUST PIPE 
TOrft0KME4LS 
Roasting a choice leg o! iamb 


cu tli2 exhaust manifold of tueir 
automobile or frying a juicy steak 
for tbt evening meal while the 
car was on the fly in the course of 
a transcontinental tour, are exper- 
ience* €D)oyed by Miss Mabel Mc- 
ClellaBd Stiyder and her parents, 
Mr *n<J Mrs. Plymouth W. Sny- 
,tet <>• 
riallidaj-sburg. 
Pa. Miss 


8ny<l«-- and h«r parents, in their 
Knsh 5U 
touring car. passed 


through K«no»hft, Wis , last -wreck, 
their »p«*dom«t«r re?l»i«ring 10,- 
108 mile* for the tour thus far 
tad JwTing still better th»: 1 ^00 
miles to travel before "0<c F.iuh- 
Ittl" »s they call the car. • , u?ok 
tome again in its own g.u-ge 


Th« Snvder 
car 
is equipped 


with practically every conceivable 
conTenience 
for 
long-distance 


touring. The cooker, under the 
hood cu the exhaust manifold has 
four metal 
containers, 
so thai 


•while a ham or beef is roasting, 
potatoes and other vegetables are 
undergoing a similar process. On 
the opposite side of the hood a re- 
frigerator assures a constant sup- 
ply of fresh milk, tomatoes, fruits 
and other edibles. 


The equipment 
of the car in- 


cludes also a radio set, containers 
for fresh drinking water, an aux- 
iliary gasoline tank and a large 
trunk on the rear in which are 
stored clothing and a complete 
camping outfit, including tens, ta- 
ble, folding chairs, table linen, 
plates and table silver. 
ROLflNBOOSTS 
BETTER RRAKES 
"Daring a recent month," states 


R. T. Hodgkins, vice president and 
General Sales 
Manager 
of The 


Ecllin Motors Co., Cleveland, O., 
"thirty-four 
articles in twenty- 


six newspapers in nineteen states 
played a part in rousing the pub- 
lic to a sense of the import-nee 
and imminent 
necessity of ade- 


quate brakes. 


"These articles, ranging all the 


vay from news of brake inspec- 
tion movements to editorials urg- 


AUTO SENSE 
BEWARE OF THE "BLOW-BY" 
By WILLIAMSON 


, DOC. WHAT DO YOU 


MECHANICS 


• -- ? — • 
- \ 
THE BLOW-BY "\ 


THAT MAKES YOU 
MAKP EXCUSES 
FOR YOUR 


REDUCING ITTQ PLAIN 


ENGLISH THE*VGL£'V\/-BV''l5 
THE LEAKAGE OF CrASES 
BY THE PISTON RlNCrS AND 
UNDER THE VALVES 
COMPRESSION AND 
STROKES.THERE S BOUND 
TO B£ SOME LEAKAGE/BUT 
FOR,THE SAKE OF YOUR. 
ENGINE ITSHOUt-O BE 
REDUCED TO THE MINIMUM 


IF vou Loee Five 
PRESSURE TO THE 
INCH ON 
STROKE THAT IS QU iTE A 


JUT* WHOM THS eAs 


EXPLODES THE 
TO ABOUT 
OF THE COMPRESSION SfReire 
FiaURe tf CUT ANDYOUWIU- 
3EE THAT WI-THA Y%RSlt?N/ 
YOU L.03E APPROXIMATELY \ 
,300 PCUNOS*PUSH"< 


> POWER STRCKe, CORRECT 
LuBRscATfCN i S-THE ONUV 


CROSS SECTION 
OF CYLINDER 


HOW POWER »5 
UCST BY LEAKY 
PISTON RliN6S 
AND VALVES 
THAT DO NOT 


PROPERLY 


ling to have an opportunity to •sec 
' what :t looks like. 


The equipment engineering; de- 


lartment ot the Willard Storage 
Eatttry Company, has just .-oni- 
p.eted 
a miniature 
model 
ol 


VkTAM that 
is exact 
in d<nail. 


' clown to the insulators in tho an- 
tenna.- 


The n.odel, showing the towt-rs, 


zhe building and the surrounding 
frounds, 
is mounted on a trhh- 


nud will be shipped 
all over the 


umntry for display purposes at 
radio sl.cnvs and exhibits. 


A special arrangement of Wil- 


l::rd Inittenes pioudes lishts 111- 
bide the miniature bungalow. The 
loprodiution is in c\;u-t propor- 
tion and made to scale from blue- 
prints and t-peoilu.itions used b\ 
the contractors 111 bulidnig the <«- 
ig'.nal. 


Wi'h the station model on its 


tcur of the country, goe» a large 
\\all map of the United States and 
portions of Canada and Mexico. 
This i'ap 
is studded 
with tiny 


flectnc lights wherever there is a 
broadcasting station 
using Wlll- 


urd radio 
batteries 
for power. 


'Jhere are more than 160 of these 
btationr in the country aud moro 
ure b^iug added daily. 


Try an a' 
In the Ctironlcle- 


I'cJ -^rant want columns. 


Do you remember that the instruction book which came with 


your car recommended the use of a certain make and grade of oil0 


That was done to protect you against the trouble Doc refers to in the 
accompanying strip. 
Proper lubrication, nothing else. v.il\ prevent 


the "blow-by,'' which is one of the most serious troubles developed by 
an engine and one of the most expense e. 


The piston and its rings must be carefully fitted if the car is_to 


perform as you expect it to. It must mo>e up and do^n in the cylin- 
der with as little friction as possible, but must fit so snugly as to 
prevent excess leakage of gases on the compression and power strikes. 
Unless you use the best grade of oil and change it frequently, the 
piston, rings and cjlmder v.a!ls will beg'n to wear and your troubles 
-nill begin. 


The compression ratio in various cars differs but suppose that 


as the piston compresses the charge of gas and air before the ex- 
plosion, the pressure in the explosion chamber and against the head 
of the piston is SO pounds to the square inch, or more than the air 
pressure in the old fabric tires. If there is a leak around the rings 
part of this gas slips by and into the crankcase, -where it dilutes 
the oil and makes it unfit for proper lubrication of the bearings 
and the piston. 
When the charge is ignited, the pressure is in- 


creased to approximately 320 pounds TO the square inch and still 
more more gas is forced down into the crankcase. 


Doc explains the loss of power raused by the "blow-by," but 


this shows w here it can cause serious damage to the motor. 
If your 


rings leak, have them refuted and use tae very best grade of oil in 
the future. 


f j 


ir.g the importance of the subject, 
demonstrate that this subject is 
becoming more and more unr, er- 
tally recognized as being of prime 
importance to motorists. 


"It is, of course, unnecessary at 


this tare to talk about the super- 
lative 
effectiveness 
of 
4-whecl 


brakes and urge their application 
to cars, because now practically 
all manufacturers are incorporat- 
ing th'"5 great advancement 
~n 


t'leir cars, or are shortly to effect 
it. 


| 
"No more 
illuminating 
com- 


, nient on the 
superiority of 4- 


| wheel brakes 
over the old "- 


i -R heel brakes can be made than a 
' statement 
of 
the 
phenomenal 


sTOwih of their use. 


i 
"When the Koilin was first in- 


' troduced at the New York Auto 
show last January, very few r-ars 
bad 4-wheel brakes and very fsw 


j were 
energetically 
proclaiming 


'heir r.dvantages. 


pour Next Move?* 


Call 


Phone 2117 
Phone 2117 


CHECKER CAB 


Borriee th*t la Safe, Courteous, 
Economical, Comfortable vkl ef- 
ficient. Erery driver is well 
trained and competent. Cars stand 
at O'DonnelT* Cigar Store. Hail 


on the street or phone 2117, 
cost is less than driving you 
car. 


We Answer An Calk 


Promptly 


DAT and NIGHT 


'Checker Cab Go, 


W. L. 
9117 


"THE HOME COMPANY" 
Earnestly Solicits Your Patronage. 


"PEERLESS" Service 


The Peerless Oil 


Four Filling Stations in Elyria 
Three Filling Stations in Lorain 


C. TV. Matheson, vice president j 


and director of sales of the Oak-' 
land Motor Car company, an-; 
nounces the appointment of Harry i 
M. Robins, formerly director of j 
foreign sales of Dodge Brothers, 
as director of districts. 


Mr. Robins will again be asso- 


ciated with. Mr. Matlieson, who' 
was formerly Dodge Brothers vice 
president in charge of sales, and 
will have an important part in 
carrying out plans for develop- 
ment of the Oakland dealer or- 
ganization throughout the United 
States. Mr. Robins was an execu-J 
live of the Dodge Brothers sales 


o-canization for 10 years, his 
p-.ncipal work being the organiza- 
tion and development of their 
overseas business. 


With characteristic vigor, Mr. 


Matheson, upon becoming sales 
chief of the Oakland organization. 
Immediately put into effect plans 
for the strengthening of the Oak- 
land factory selling and dealer or- 
ganization. Several other appoint- 
ments in the selling organization 
will be announced in the near fu- 
ture. 


MINIATURE OF 


W. T. A. M. TO BE 


SHOWN PUBLIC 


Thousands of 
radio 
fans all 


t./er the 
country 
have 
heard 


"\VTAM, Cleveland's largest broad- 
casting station. Xow they are go- 


Fbon« Sill 


; 
Spend an hour in an 
Oakland Six and you will 
understand why this car is 
winning and holding the 
good will of all who buy it 


J- 
> 


Q Standard equipment tndttda f<mr*u>kttl baka, disc fctl tebtth, laOatm tire, 
permanent top, Fishtr Bodia, one-pita txr.tilating windshield an closed types, Duco 
prmb, ctntrdtztd controls, indinctly-ligbted unit instrument panel, automatic spark 


control. 0[ Glass enclosures for open can at smalt added cast 


Roadster $1091; Touring $1095,- Special Roadster $1195; Special Totmng $1195; 
Landau Coupe $1295; Cou^ for Four $1395; Sedan $1345; Landau Sedan $1645; 


Prka at Factory 


O'DONNELL MOTOR CO, 


105 Broad Street 
(Next to Fords) 
Thone 3176 


0 A K. L A. N D 


P R O D U C T 
O F 
G E N E R A L 
M O T O R S 


STOP—LOOK—LISTEN 


CARS 


HAVE BEEN RE-CONDITIONED. 
SEE TfflS LIST BEFORE YOU BUY- 


IT IS CHEAPER TO RIDE 


THAN WALK. 


1924—Al New Dodge 
$1075 


1919—Oakland Roadster —^ 
100 


1920—Olds Roadster 
. 75 


1921—Ford Sedan 
M 
_* 
175 


192S—Chevrolet Sport Touring 
395 


1924^Chevrolet Sedan 
^ 650 


1921—Buick Sedan 
950 


And Several Others—$25.00 and Up 


TRADE OR TERMS 


in daily service 


prove* 


Buick performance. 


_,^_ 
f\ 
& 
wick leads inpegwrnneef 


ELYRIA BUICK CO 


BROAD AND CEDAR STREETS 


Nash Leads the World in Motor Car Value 


When better automobiles are built, Buick will build them 


A National Tribute to Nash 


7,800 Cars Oversold 


Despite Record-breaking Output 


Though Nash production is at the highest level 
ever attained 


—still the demand from every section of the 
country for these new Advanced Six and Special 
Six models has swept sales to a point so far be- 
yond the best previous mark that unfilled orders 
total 7,800 cars. 


Nothing that we might say could add the weight 
of a straw to this irrefutable evidence that men 
and women everywhere do see clearly in these 
new cars unparalleled excellence and value. 


Happily, with increased output unreasonable 
delay is eliminated for those who act with 
promptitude in placing orders. 


And deliveries will be made on the rotation 
basis which is fair to all. 


In the meantime—OctoberSthto 12th is national 
Nash Oversold Week in honor of the extraor- 
dinary success of these new models and we are 
staging a special exhibition. 


CENTRAL GARAGE 


120 East Bridge Street 
Phone 208^ 


O 


Again—New Standards ei 
' Rollfo engineers are con- 
Rollin, making it one of the 
easiest steering and one of the 
most comfortable riding cars 
on the entire market—regard- 
less of price. 


You will be amazed at the 


results attained by this new 


stantly working for new 
standards of performance 
hitherto not attained in cars 
at any price. 


New refinements of springs 


and new development in steer- 
ing gear have jfist been incor- 
porated in the design of the 
development. 


In no other car will you get tbls combination of advanced feature* : 


New Easy Steering Design New Transverse Rear Spring 
4» Wheel Brakes 
4-Bearing Crankshaft 


Full Size Balloon Tires 
Force Feed Lubrication 


European Type Motor 
25 to 30 miles per gallon of gas 


The Rollin*- designed by Rollin White of Cleveland, Ohio— 


i* the mott advanced car on the market. 


THE EAST AVE. MOTOR CO. 
115 East Avenue 
Phone 2751 


THE ROLUN MOTORS COMPANY, CLEVELAND, OHIO. 


TounW Car - 
- 
- 
- $ 995 


Three Seated Coupe Roadster 
1195 


Fire Passenger Sedan 
- 
- 
1295 


DeLuxe Coupe- . - - 
1395 


DeLuxe Sedan - 
- 
- 
- 
1550 


Price}f. a. b. factory, Tax Extra 


\ 
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"Every model has It« dey, and 


the day of the all-year touring car 
is here." says W. E. Holler, coin- 
cident with the announcement of 
the new winter 
enclosure 
now 


available on the Flint Six "55" 
and the Flint Six "40." 


"For years it has been the am- 


bition of motor car builders to 
manufacture touring cars which 
would be as useful in winter as 
in summer, to supply the wants 
of those -who wish closed car com- 
fort 
without 
the 
cost. Now, 


thanks to the 
Permanent Top, 


which since the inception of the 
Flint Six "55," has been a stan- 
dard feature, It is possible to fit 
touring cars with winter enclos- 
ures with are weather-tight and 
free from the annojauce formerly 
associated with enclosures which 
were fitted to non-rigid tops. 


"A winter enclosure has been 


especially designed and built for 
the Flint Six and Is fitted to the 
touring cars at the Flint plant, 
thus assuring that each enclosure 
is entirely satisfactory. 
The en- 


closures are strongly built, with 
leather exterior 
and 
handsome' 


fabric 
interior. 
The 
windows 


permit exceptionally clear vision 
m all directions, and the "blind 
spot" is practically eliminated. 


"A floor heater will also accom- 


pany the enclosure us the Fitty- 
ft\e. Thie new enclosure equip- 
ment -with permanent top is con- 
sidered to be one of the best im- 
provements scheduled by the mo- 
tor car industry this season." 


Vacations and vacation tours 


are practically over for 1924 for 
most automobile owners, but the 
use of their cars will continue 
throughout 
the 
entire 
winter. 


Perhaps the hardest usage of the 
year is over, however; and this 
Is the time the careful moteriat 
will inspect his car from "stem to 
stern," and make adjustments to 
compensate for the wear of the 
strenuous summer season and pre- 
pare for winter driving 


The following suggestions on 


Tshat should be done are given by 
R. K. Jack, chief engineer of the 
Olds Motor Works, Lansing, Mich., 
manufacturers of the Oldsmobile 
Six. 


"No piece of machinery gets as 


little care as an automobile," sajs 
Mr. Jack. 
"A locomotive makes 


a division run of 200 miles or so, 
goes to the roundhouse and is 
thoroughly goae over by skilled 
mechanics. 
Ship and stationery 


engines have experts constantly 
watching them, supplying oil and 
giving them attention ever mo- 
ment they are in operation. An 
automobile is fortunate if it is 
oiled and greased at proper inter- 
vals. 
Manufacturers realize this 


condition and strive to make an 
automobile as nearly a "perpetual 
motion" machine as is possible 
insofar as care is concerned. 


"But some care must be given 


even, an automobile. And at this 
Mme, after the touring season, a 
•.borough, inspection and several 
changes or adjustments should be 
made. 


, "Every nut and bolt should be 
tried and tightened, as some are 
sure to work loose through a hard 
Reason's 
driving. 
The 
engine 


should be checked and tuned up 
by a first-class mechanic with in- 
structions to make any repairs 
ie finds necessary. It is not like- 
y any extensive repairs will be 
-equixed. but it is wise to give 
mch orders, as a minor repair 


l now will save trouble and a 


arger bill later. 


New Studebaker 


Six Ultra-Smart 


Six Body Styles, Including Revo- 


lutionwry New Duplex Phaeton 
that IB Open-Closed Car In One; 
Easier Balioon Tire Steering. 
SOUTH BEND, Ind., Oct. 4.— 


The standard-six, new six In the 
Studebaker line, of Its three six- 
cylinder cars, has features which 
make It unlike any other automo- 
bile seen on American thorough- 
fares, automotive engineers de- 
clared. 


New body lines, developed after 


two years of secret study behind 
closed doors by Studebaker body 
engineers, suggest the latest re- 
finements of designing, yet are 
wholly original in effect. 


The two Standard Six Duplex 


models are a revolutionary step 
in automotive design. There is a 
Duplex Phaeton, seating 5 pas- 
sengers, 
and 
the 
3-passenger 


Duplex Roadster. 
They are cars 


of the most original and striking 
beauty. 


These new Duplex models— 


which are also offered on the new- 
ly designed Special and Sig Sixes 
—solve the open-closed car prob- 
lem it is widely agreed by motor- 
ists and engineers. For they com- 
bine, it is pointed out, the advant- 
ages of old-type cars with the 
comfort.and snug protection of 
the closed car. 


This new principle in design Is 


an upperstructure of steel—light 
bnt strong, which is an integral 
unit of the body. 
This upper! 


structure has three plate glass 
windows, and side enclosing cur- 
tains that operate on powerful 
spring rollers, all concealed inside 
the upper section. 
By this novel 


side-enclosure, 
wind-tight, rain- 


proof protection is Instantly pro- 
vided when need arises. 


Gotham Easiness Men Back Sunken Treasure Hunt 
eran church, Valley City, on Wed- 
nesday evening. Kosted wieners 
were enjoyed. 


The home of Mr Kobalke burn- 


ed on Wednesday e\emn<*. 


Mrs. Charles Mills spent last 


week in Cleveland, visiting. 


Mrs. Libbie Perry is planning 


to go to Moorland, 0 , to spend 
the winter with her daughter, Mrs 
Inez Goodwin. 


The High Flyer class of the 


Baptise Sunday school 
held 
a 


Wiener roa.st on the 
parsonage 


lawn on Sunday evening. 


DURKEEVILLE 


By . 


Grange were Sunday guests of Mr. 
end Mrs. G. H. Box. 


On Tuesday of last week Mrs. 


Bert Montague very delightfully 
entertained the "Loyal Women's 
(.'lass" of the Eaton Sunday school 
at her home. 


Miss Hilda Yost spent Wednes- 


day ntsbt with Miss Alma Walker 
of Columbia. 


G. H. Wilson is slowly recover- 


ing from his recent illness. 


ATHENS, Oct. 4.-~The leading 


Protestant churches m Athene 
have Just completed a survey of 
the religious inclinations of Ath- 


pas citizens. All Athens churches 
new are crowded on Sunday, be- 
cause of the heavy intlux of now 
students at Ohio University. 


ST. CLAIRSVILLE, 0., Oct. 4. 


—Helen Fedash. 35, Eellatre, 
xuother of four children, Vcaruo 
the bride of Frank 
Miller, 
40, 


Ecllaire miner, within four hours 
after she 
was 
divorced 
from 


Frank Fedash, mill worker whom 
she mairied twelve years ago. Fe- 
dash was charged 
with extreme 


cruelty in the divorce petition.. 


caoes 
A serious hunt for sunken treasure is being made at a point (50 miles off the Vi 


an expedition financed by a group of New York business men. 
The object of tl. 


*,000£00 in gold bullion in the hold of the steamer Merida, sunk I . L I ' 
o 
™ 


ship, the steam trawlers "Spray" and "Foam," seen here, are being used. At right aboi arc Sill 
ton Loseas and Clarence Ludlow, two of the treasure-hunters, examining buoys that will be used n 
the search, and (below) Franklin I. Mallory, one of the backers of th! adventure 


WASHINGTON, Oct. 4—Be- 


lieving that the motoring public is 
tired of a maze of opinions on au- 
tomobile 
safety 
and that it Is 


ready to co-operate with organi- 
zation men who are in touch with 
the facts, Thomas P. Henry, presi- 
dent of the American Automobile 
Association, has rounded up the 
most vital suggestions of some of 
the biggest men in motor club 
work. 


Charles M. Hayes, president of 


the Chicago Motor Club 
and 
a 


member of the executive commit- 
tee of the A. A. A., laments the 
fact that accident prevention is 
so new that it encourages a lot 
of well meaning amateur safety 
workers 
to 
express erroneous 


views in public. 
He points out 


as a typical error of the amateur 
safety worker the cry: "Let us 
atop speeding and we shall solve 
our accident problem." 


"The truth is," 
Hayes 
says, 


"speed is not the one big cause of 
accidents. In Chicago the speed 
of cars has been reduced consid- 
erably, and yet our accidents go 
on. Caution cannot be measured 
by the speedometer." 


Fred H. Caley, member of the 


A. A. A. execuiive committee and 
president of the Ohio State Au- 


j tomobile Association, says 
that 


safety depends on the driver. 


"Motorists fail to appreciate the 


fact that with the increasing com- 
plexity of traffic, bumpers, 
skid 


chains and other safety devices 
sene to offset only the increase 
in accidents," he 
contends. 
If 


conditions 
are to be improved 


drivers must recognize the per- 
sonal element as of the utmost 
importance. Failing to grasp the 
significance of the situation, the 
average driver falls into the habit 
of expecting too much f?om the 
protective equipment on hie car." 


E. F. Loomis has been enter- j choir. There will also be music 


taining his niece, Mrs. Fulton and by 8everal of the boys_ 


DURKEEVlLLE, Oct. 4.—Mr 


and Mis Chas. Yost and 
daugh- 


ter, Hilda also Mr. and Mrs Lloyd 
Yost spent Sunday evening vi'th 
Mr an 1 Mrs Arthur Lattig 


Mr and Mrs. G. H 
Box c.nd 


daughter, Mildred spent Monday 
iu Norwalk. 


Mrs E. K Durkee, 
Mrs Lute 


Alexander and Mrs. Bert Monta- 
gue attended Ladies Aid Society 
a1 the iiome of Mrs. Hathaway last 
Thursjay 


Mr. and Mis. 
Oliver Yost of 


Graiton and Mrs. Charles 
Yost 
epent Thursdaj evening with Mr. 
and Mrs El-sa Reislnger. 


Mr. and Mrs. H. J. Wilson and 


daughter, Ireta spent Sunday aft- 
ernoon with their parents^ Mr 
pnd Mis. A. W. Mason of West 
Ridge. 


Mrs Harley Reislnger and Mrs. 


Fred Sfait 
spent 
Sunday v.-,tli 


Mrs. Floyd Baker of LaPorte. Mrs. 
Baker was theatened with pneu- 
monia and is still under the" doc- 
tor's care. 


Guy Amsbary and family of La- 


RAD1ATOKS, BODIES 


FENDERS. GASOLINE TAXKS 


REPAIRED 


ELYEIA AUTO RADIATOR 


& BODY CO, 


Call 2025) 


At East Broad St. Bridge 


East Avenue Storage 


and Eepair Company 


34 Hour Service 


115 East Avo 
Phone 2637 


* * 


son, of Toledo. 


Ed Brenner was a guest of his 
The W. H 


Aid of the M 
nieces, Mrs. John Yeachel and 
AIr5 
R._, .„ 


Mrs. Jack Ulmschneider at Cleve-1 atternoon 


M. S and Ladies' 
E church met with 
Martin, Wednesday 


Beauty and refinement charac- 


teristic of new models. 
I "Two new five passenger closed 
l)ody styles are announced as the 
latest additions to the Cleveland 
|>ix line of closed cars for 1925," 
lays Oscar Dunn, local Cleveland 
|5K distributor. 
"They will be 


|;nown as the Four Door Sedan 
|)e Luxe and Brougham, and are 
low on display in the salesrooms. 
I "Both cars 
feature 
nickeled 


ladiator shell, winged cap, moto- 
lieter, as well as neat trunk and 
llatform bars. The bodies are fin- 
ished in blue devil blue below the 
Jelt and black above. The raised 
lead 
which 
runs 
completely 


Iroun the car is in contrasting 
lolor. 'Duco' finish is optional at 
|a extra cost. 


"An innovation which will be 


Ippreciated by the car owner is 
fie adoption of a new self-venti- 
Iting type, one piece windshield. 
I consists of a single pane of 
Ifyss which can be raised or low- 
Ted by means of a regulator con- 
jjniently located at the top of the 
'lield. 
In addition, a duct is 


lilt into the cowl of the car 
Ihich 
permits 
air to circulate 


Instantly throughout the driver's 
Impartment when desired, with- 
jit the use of the ordinary type 


cowl ventilator. An automatic 
adshield cleaner is furnished as 
andard equipment. 
I "In keeping with the 
exterior 


lauty of the Cleveland Six Four- 
por Sedan De Luxe and Brough- 
li models, the interior of the care 
I finished in a rich shade of grey 
I match the mohair plush up- 
llstery." 


La GRANGE 


Bj MRS. E. L. ADAMS 


Phone 18Y 


IEUCYRUS, 0., Oct. 
3.—From 


Indon, England, to Bucyrus, 0., 
[a week was the travel record of 
ink L. Neiderheiser, city engi- 
M-, Yvho arrived home after a 
ee months trip through Eur 


and the Holy Lands. Neider- 


rier received a cable in London 
ree£ ago that his wife was very 


He tailed Saturday Sept. 20, 


Im Southampton on the Maure- 
lia, arriving in Bucyrus Friday 
Kit t 
find his wife's condition 


htly improved. 


LAGRANGE, Oct. 4.—Mr. and 


Mrs. Paul Sage spent Friday In 
Cleveland. 


I 
Mr. and Mrs. F. L. Wolcott and 


Mr. and Mrs. C. S. Adams and 
Mrs. L. A. Adams spent Thursday 
afternoon and evening in Cleve- 
land. 
They also say "The Ten 


Commandments." 


B. E. Curtice spent last week 


with his son in Cleveland and 
relatives in Blyrla. 


Mrs 
George Pierce of Elsie, 


Mich , has been visiting her niece, 
Mrs. S. W. Kelner and other rela- 
tives here since last Friday. 


Mrs. Harry Peachey Is ill. 
The Dushinski home has been 


sold to Cleveland parties. 


Mr. and Mrs H. J. Ryan and 


daughter spent Sunday with Mr. 
and Mrs. George Headley in Ak- 
ron. 


Miss Marie Miller Sanders and 


Purdy Prosser were united in 
marriage, Wednesday, Sept. 24th, 
by Rev. G. M. Knapp. They will 
reside in the S. W. Kelner home 
this winter while Mr. and Mrs. 
Kelner are sojourning in Florida 


Mrs. Paige and daughter of 


Toronto. Canada, have been visit- 
Ing at C. L. Gotts. 
C. L. Gott 


and family and their guests and 
Mrs. Amelia Adams were dinner 
guests of C. S. Adams and wife 
Wednesday. 


Mr. and Mrs. Charles W. Gott I 


have been spending the past week 
with their son, Phil and family in 
Akron. 


Robert Oliver and son Adalbert, 


were In Elyria, Monday. 


Mrs. Huldah Powers, Mrs. Ger- 


trude 
Smith and Mrs. Hattle 


Walker attended the annual con- 
vention of the W. R. C. of the 
12th district which corvened at 
Medina, Tuesday. 


Mr. and Mrs. Sam Brown were 


visitors in Elyria, Tuesday after- 
noon. 


A chicken dinner was enjoyed 


by the members of the Uneeda 
Rest club Wednesday, Sept. 2, at 
the home of Mrs. Libbie Curtice. 


Rufus Knowles, who is ninety- 


four years old, is quite poorly. 


land from Saturday until Wednes- 
day. 


A delicious two course dinner 


was served by Miss Mary L. Mar- 
tin to the, members of the Wis- 
taria club Thursday, Sept. 23th. 
A lovely boquet of asters centered 
the dining room table. 
Roll call 


responses were "Favorite Maga- 
zines." 
Mrs. J. M. Spicer, Mrs. 


Henry Wigert and Mrs' L A Mc- 
Clellan gave a plajlet for the 
amusement of the guests. Four- 
teen were present. 


Mrs. Lottie Heath attended the 


Berea 
home-coming last week 


from Tuesday until Friday. She 
spent an enjoyable time with rela- j 
tives and old acquaintances. 
t 


The members 
of Old Glory! 


Grange win enjoy a "Grab Bag" 
at the next meeting, Thursday, 
Oct. 9. Members will please bring | 
one article worth a dime. 
Sand-> 


wiches, fried cakes and coffee will 
be served. 


Mr. and Mrs. Russell Adams of 


Berea, were week end guests of 
his uncle, E. L. Adams and family. 
Mr. and Mrs. L. M. Adams and 
Mr. Mason of Elyria and Mrs. 
Amelia Adams were dinner guests 
Sunday at the Adams home. 


A pleasant evening was enjoy- 


ed Friday at Baptist church by 
members 
and 
friends of 
the 


church in a little reception given 
in honor of Mr, and Mrs. Harley 
Stevick of Elyria in appreciation 
of Mr. Stevicks services rendered 
during the revival meetings last 
spring. 
His singing and leading, 


of the gospel songs were^a great | 
inspiration to all who attended. 
A short program -was given con- 
sisting of piano and violin selec- 
tions, olos, readings, dialogues, 
intelligence tests, etc. Lunch was 
served in basement, consisting of 
coffee, chicken sandwiches, fried 
cakes and pie. 
Mr. Stevick was 


presented with a little token of 
appreciation. 


Mrs. C. E. Webb has returned 


from Youngstown. 


Mr. and Mrs. H. W. Powers left 


Thursday for a vacation trip to 
Michigan. 


Mrs. Mary Gott and son Leslie 


were in Cleveland Thursday. 


Mrs. 
Harvey 
Underbill 
and 


children of Marion, were recent 
visitors at the home of R. T. 
Underbill and wife. 


Mr. and Mrs. Charles Basore 


and son of Lorain, were week end' 
visitors ia town. 


Rev. and Mrs N. W. Davis are 


moung to Piedmont. 


Mrs Mary Gregorj Tvent to Ely- 


ria, Thursday to^spend the re- 


mainder of the week with her 
daughter, Mrs George French. 


Mrs Ljhan Van der Beck of 


Xew 
lorlc 
City, tvas a recent 


house guest of Mrs Charles Mills. 


Airs Jennie Mitchel has been 


entertannng her sister, Mrs. Lena 
Arm?, of Dover. 


Bejtna Gae~t 
entertained 
a 


Sunday school class of the Luth- 


Because this orgnaization regards itself as a per- 
manent business here we are investing money, 
time and effort in things that serve the man who 
owns an automobile as well as the man who is in 
the market to buy one. 


Every time we sell a car we increase our obliga- 
tion to this community. And this establishment 
grows in size and resources so as to me? sure fully 
up to its constantly increasing responsibility 


CADILLAC 
FRANKLIN 


TODAY'S BEST STORY 
"The -way of the transgres- 


is hard." remarked Ch:e£ of 
Poll P Thomas A. Lanker, at 
Lima as he flipped a dime to 
the ceiling of police court. 


Thr> com was the remnant 


of a $5 bill, which, he had 
handed Miss Mayme Ludwig 
court clerk, ia payment of a 
fine assessed against him for 
failure to observe local traf- 
fic laws. 


"I'll keep it as a good Iuc7c 


piece," the chief said. "It 


will tend to remind me of a 
stop j,ign ordinance." 


Despite his $4.90 lesson, 


the chief of police was in a 
receptive mood 
when 
ap- 


proached regarding the viola- 
tion and fine. 


"I would far rather take 


the role of a prosecuting wit- 
ness than to be defendant in 
a traffic court 
trial befoie 


Judge Poling," he asserted. 
"It's much easier to tell zhe 
faults of the 
other 
fellow 


than it is to tell your owa 
wh"n you take the witness 
stand." 


It couldn't have happened 
if the car had been equipped 
with a set of Bosch Shock 
Absorbers. They make 
riding more comfortable, 
stop wear and strain on the 
car, and soon pay for them- 
selves by reducing repair 
bills. Try them—you'll be 
surprised at the big im- 
provement they make. 


BOSCH 


SHOCK 


PRICES PER 


PAIR 


Ford size 
$10 


Medium cars 15 
Heavy cars 


and tracks 20 


Aust's 


BOSCH 
115 Broad Street 


AND 
WILLAED 


COLUMBIA 


By MBS. J H. BARTTER 


Phone 5 on 31 


COLUMBIA, Oct. 4.—Mr. and 


Mrs Richard Putt and son Chas. 
motored to Barberton, Saturday, 
to 
visit 
their 
daughter, Mrs. 


Mamie Sons and family. 


Mrs Mary Brooks has been en- 


tertaining a lady 
friend 
from 


Cleveland for several da>s at the 
home of Wm. Ingersoll. 


One hundred and twenty 
at- 


tended the Rally day service at 
the Baptist church 
on Sunday 


morning. 
Promotion exercises 


were held for four different clafes- 
es. The scholars who are being 
promoted from the primary de- 
partment into the junior will have 
as their future teacher William 
Beaumont, Jr. A letter from Miss 
Fanny Norecott, missionary 
at 


Swatow, China, was read by Miss 
Edith Longbon. This letter was 
in appreciation of the Christian 
gifts this S. S. had sent. 


Next Sunday morning will be 


Rally Day at the M, E. Sunday 
school. 
The pastor, Rev. Shoup, 


will preach a Rally Day sennon. 
Music will be furnished by the 


528 


Broad St. 


728 


NIGHT AND DAI 


WAS7O* G—REPAIRING 
H. M. ANDRESS 


&SON 


728 Broad St. 
Phone 2051 


inff. Taxa.nAiba.rc 


tire extra. General ~M.o-.ort 
easy payment plcn offers tcrnu 
tmequaled in the industry. 


Not only closed car protec- 
tion—but comfort, roominess 
and refinement as welL 
GENUINE DUCO SATIN 
FINISH. New patented one- 
piece ventilating windshield. 
Extra-wide doors, ample leg 
room and Velour upholstery. 
Wonderful "Six" engine, and 
a chassis of proved stamina. 


Depot Street 
Phone 2528 


THIS STANDARD 
OVERLAND 


TOURING CAR WAS STARTED ON 
THIS ENDURANCE AND ECONOMY 
RUN, MONDAY, SEPT. 29TH AND 
WILL RUN CONTINUOUSLY 
UNTIL 


MONDAY, OCT. 6TH. 


WHAT GREATER TEST COULD 


BE GIVEN A CAR TO TEST ITS DUR- 
ABILITY? AN INVITATION IS EX- 
TENDED TO THE PUBLIC TO RIDE 
IN THIS CAR AND WATCH ITS PER- 
FORMANCE. 


112 WEST AVE. 
PHONE 2772 
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Ohio's Premier Heavyweight Professional Boad 


Football Team Here For Second Home Same— 
Marion A. C. Here Next Week—Cancelled Ash- 
tabula Game to be Played October 19th 


BY CLIFF HKXXINGS 


(Panther!) 


Our old staiidby, Dan Web- 


ster defines it as a \\ild b;-a.-r. 
The popular 
firm of 
Fus'.k 


and \Vagnalis rcicr to ii as ;» 
tlai-k-roloml 
I.roji;tr<l fir-Hi 


sou'.hern Asia, or sonic Oilnv 
large feline carnivore. John- 
son'* I'uivcrsal K:u-y;-!i>!H-<l<;i 
calls it a wild ca1 such ;:s tin- 
American 
Cu^-a-.-uard i.e. 


Puma or Cougar. 


Localities, ;;s well as ci:- 


cuni-tam'cs, 
;iiHT eases, in 


Houili Aim-rial t'ie panther : 


a .Ingoti!-. In Indi.-i •."• 
>- 


a L.-Opui-d. in '" 
.1 Aiaeriia 


a 1'triia o:- 
Cougar: 
but in 


ClevH. ;ul the Panthers 
;>:•<• 


known as a football team. 


Famous 
Aji'^ivgat ion 


Now thai we know just what a 


panther really is like it is a-)t 
make us .stop and give our mt 
cry a workout and imagine ; 
what s.'rt oi a team the Ciove:; 
P a n t h t r o r g ?. r. i 2 a: i o n 
be and just v.-.iat scr 
10 expect when ihoy 


[Ottenbacker. 0. State 
! Harvey, John Carroll 
ittuhar, Ob?rl!n 
Game', Moorehoase 


K T 
K E 
.- Q 
L H 


's A Pretty Yell 


Bat Can the Big Ten Teams Stop Red Grange? 


; Ilouser, Wash. 4: Jeff 
F 


; .McMahon, Miami 
^ G 


1 
KI.YKIA ELKS 


; K. Clark. Klyria Hi 
L K 


i A. Brovjse. Miami 
-- T 


;' K-.^-'-n/HiHsdale 
C 


H. Tul'x. Marietta 
K G 


\V. R<?vno!ds. Klyri:> Hi 
H T 


D. GnWf.r. Ohio -\YesKn-an . K K 


W. Cro-.ve. Kills 
K. Oldfield. i.c > 


: 
The game ;; 


sharp. 


ca! Anilcr crew 
S u n a y 


A glance 
at 


: u 0 


• 
p-rsonr.?'! oi 


the Ex-Col>g- 


jan globe trotters, world's cham- 
p;on~tr;:velers as a football trim, 
•will Convince those who are ia- 
miliar v.-itii college football that 
this is an eleven 
tha 


ducc the goods and 


S.HOOT 
jt^,* xi Ji VJ< 
^~if 
£- 


Pe;r>i: 
ind pre 


an 
extremely 


vailing Thursca> 


noon during the shoot of the Ely- 
ria Gun Club some very fine shoot- 
ing was. displayed. 


The birds were very ''jumpy" 


and'the scores might have been 


pro- i better if not tor the heavy wind. 


furnish the ! John \Vad:?v,-orih was high man 


Elks with the stifle;;- opposition | for the day wi;h a score of 23 
That they have faced since they : out of 25. 
-were oisaniiecl a year ago. 
j 
One of the features or the.shoot | 


Vn= Cleveland Panthers are a ' was the winning of the shooting I 


~" 
" 
" " ' iacket. 
The 
first round 
on 
the j 


jacket resulted in Bert Daniels j 
and Tom Holiingswonh being tied j 


on 
the 
shoot-off 
Rollings- j 


and Daniels were tied on | 


ihe next ten "birds and were racing \ 
alons until Holiingsworth drap-j 
ped the twentieth bird and Dan-i 
ieis was declared the winner. 
j 


Bob Holiingswonh. son of Tom ! 


Hollingsworth is rapidly gaining' 
a reputation of being one of the | 


rsallv famous 
and 
remarKaoie 


team". As mentioned 
above they 


are mere popularily known as the i 
jix-Coliegian globe trotters hav- j and 
ilig travelled ;;s a gridiron team j worth 
os!41S miles 
in twelve seasons. 


Better than eight thousand aiiies 
oi the above were covered in 1023 
to face ten teams 
among 
them, 


Providence. Buffalo. 
Xev.- York. 


,'Duliuh and Milwaukee. 


Organised 
in l;)li' by George 


'Red"joues. their presen: manag- 
er, th-i 
Panthers 
have been re- 


vamped each year with new ::ic-n 
who Wiv.ld make 'he team str^ng- 
<.T. Jones, 
who has 
seen 
many 


and go states uiac 


he has ever 
also been re- 


mm TO CANOE 


Bulldogs Play at South jElyrians to Participate in \Draegert, Wilder Cigr.. 


Amherst, Panhandles at 
Stellar Game at -Pen-1 Twirler, to_Pitch Foi 


Spencer, Highlands at I field Junction Tomor- 
Grafton and Triangles 
at Ashtabula 
LORAIN, Oct. 4—The Highland 


A. C. football team will travel to 
Grafton 
Sunday, where 
It will 


meet the Grafton Bulldogs in an 
independent grid tilt. 
A victory 


row 
The first game of the season is 


a rather early date to have a real 
football classic. 
Usually, football 


classics, as they are called, come 


McCrann's Proteges 
Mou'.ton's Candies have decided 


to play one more game this season 
when they will play the Xorwallc 
Kagles team at Xorwalk Sunday, 


asking for 
The Eagles are asking for a re* 


on Thanksgiving Day or near the j turn game and are seeking to even 
end of the season. 
j up and get revenge for the I to o 


But. regardless of precedent set, defeat handed them early in the 


over the heavy Spencer outfit is tlje Mercuries have scheduled one Reason when they played here. 
one of the main achievements of L.,f tl,e best Kames of the season' 
the Bulldogs so far this season. 


This game brings together two 


of the fastest and strongest light 
teams of the county. 


The Bulldogs are specializing in 


line bucks while the Hylands have 


i the 
forward 
pass 
down 
to 
a 


science. 
Both teams are confident 


of a victory so a real game is ex- 
pected. 


The Triangles, Lorain's premier 


road outfit among football teams, 
will make another effort to open 
their grid season Sunday, when 
they invade Ashtabula to tackle 
the Ashtabula Maroons, known 
last season as the Elks. 


The Bulldogs Lorain 150-pound 


football outfit, will travel to Am- 
herst Sunday afternoon to enter 


for their opener at Krohn Field 
next Sunday. 


Their opponents will be the 


Goodyear Mutes, of Akron, one of j ty. 
the fastest and most-feared semi-' 
pro teams In the siate. 


The Mutes won't be newcomers 


to Lorain. 
They've played here 


before and have always given the j 
best exhibition of football that 
anyone could ask. They're a clean, 
bard-hitting bunch that play foot- 
ball from the first whistle to the 
last. 


Being Mutes, they don't call 


any signals. They give them with 
their hands and they seem to 


The Candies will be strengthen- 


ed Sunday by the 
addition 
of. 


Draegert, who has agreed to ac- 
company them, and do mound du 


Th° team 
will 
meet at Mc- 


Crann's 
home, 
217 
Furnact 


street. Sunday 
at 12 o'clock tc 


make the trip by auto. 


have more success that way than a 
lot of football teams that call 
them out. 
They get their, plays 


By XORM.iX E. BROAVX 


"Stop Grange!" 
"Stop Grange:'' 
••STOP GRAXGE:" 
That cry :s already reverberat- 


ing about the siachum wall^ ot 
the big ten colleges as the West- 
best juvenile trapshots in norta- 
ern Ohio. 
Young Holiiagsworth, i ern Conference grid teams 
are 


shooting from the 12 yard line j-whipped into shape. 
w;ih a twenty-gauge open gun, | , "Red" Grange is the man whose 
broke -'.' out oi 24. 
When he is . brilliant 
oper. 
Held 
runn...... 


able to handle the regulation 1--i rjiunging and work in the forward 
guage trap gun it is certain tha: 
j pass pi£y carried Illinois through 


he will be the holder of several j the season without a defeat, 
tine scores. 
The scores were as ! 
jn t-ae seven games that Illinois 


follows: 
j piayed Grange gained an average 
'of practically five yards a minute. 
He scored 12 touchdowns, more 
than any other halfback in the 
Big Ten. 
He scored at least one 


touchdown against 
every 
team 


piayed. 
Against the always pow- 


••>D 
• erful Xe'orE 


Jfs f hov," these iv.'o elevens 


si:a up is '-i- diifii-ulr mr-.rter to 3e 
ciils a,; it nay not bof.n the writ- 
ers, privilege to see the I'an-::-;r- 
iri a'-ticn ;!^;iin;;t ;,~: o --pa; ;:ng out- 
lit 
How.;V-rr, 
newspaper 
-port 


C T ! ; : - S r.ii C'-'fr the ccuiury have 
:'.;C'.:'.H !'.i'.:h!y 
01 the Cleveland 


team 
:-< their past re-cord criu b-. 


t'.ken a - it- la-e v;;lue. 


Tho Ell; 


have bven 
viifl ha-•.;•• 


:_coas 
suniri 


1!' 
19 
19 
IS 
l"> 
13 
20 


?!!iSS TO P! 
i 
>. •'. *J «/ W i 4» 
< «-; i 


ed three. 


The table snows the time he: 


nlaved against each opponent, the 
Yards 
gained 
and 
touchdowns 


scored. 
Min. 
Team 
yds. downs 


Touch- 


30 
Nebraska . . . . 2 0 5 
3 


60 
Iowa 
1~5 
1 


Butler 
142 
2 


Northwestern 251 
3 


Chicago 
160 
1 


30 
Wisconsin ...140 
1 


60 
Ohio State ...1S4 
1 


As a result of his wonderful 


nisying Illinois hung up this rec- 
ord" for 1923 in the Big Ten bat- 
tles. 


Beat Iowa 9 to 6. 
Annihilated 
Northwestern 
29 


t<> 0. 


Beat Chicago 7 to 0. 
lacked Wisconsin 10 to 0. 
Defeated Ohio State 9 to 0. 
Only one Big Ten team scored 


against the Illinois machine, Iowa. 


In its other three games Illinois 


defeated Nebraska 24 to 7, licked 
Butler 21 to 7, and snowed under 
the Mississippi Aggies 28 to 0. 


i 
But this year may tell another 


I story. 


' 
For the simple reason that the 


coaches of every team on Illinois' 


sible ones. They watched the de- 
fenses tried against him and noted 
the weaknesses in those methods. 


Now they'll use that knowledge 


for 
one 
thing 
— 
TO 
STOP 


GRANGE! 


Grange has his weak points, 


rival critics say. One is that he is 
a one-way runner. He is at his 
best only when moving 
to his 


right in an open field. So one cry 
will be to "turn" him. 


His friends admit he is a "one- 


way" runner. 
That way is to- 


ward the other fellow's goal and 
he cares little which side of the 
field he "works" in getting there. 


They point out that one doesn't 


pay Coach Zuppke a very pretty 
compliment in suggesting that he 
hasn't corrected such a weakness, 
if one did exist. 


Whate-ver the situation may be 


Grange will be the big drawing 
card with tbe Illini again — and 


into an argument concerning grid- off vith cioc.k-like precision and 
iron supremacy with the South | w5th more spee<i than the aver- 
Amaerst Tigers. 
The Bulldogs i age team_ 


figure that they're going to have I 
Tb"e Mercuries will enter the 


a. tough time on their hands. 
j game -R-jthout first having under- 


The Panhandle football team j gone a test of flre this year. They 


will travel to Spencer Sunday for j were to have piayed their opening 
their second game of the season, ! game agajnst the Bedford Tigers 


here last Sunday but the Tigers 
didn't show up on account of the 
rain and so the Mercuries were 
idle. 


The game with the Mutes, their 


first, will sure give them plenty of 
work. 
The Lorain 
outfit isn't 


making any predictions as to the 
score they'll run up against the 
Silents, but they intend to play 
the best bame they are capable of 
and hope that it may be good 
enough to gain them the victory. 


Jack 
Ambrose, 
Hollis 
Petro 


brothers and Boughton are Elyri- 
ans on the Lorain team. 


s list thk fall are building their de- his playing will be watched with 
~ i fensc-P ~w:th the idea of stopping critical eyes. 
The earnest efforts 


of the other Big Ten teams to 


a season studying stop him will make his work the 


fleet-footed redhead. 
They . more interesting, whatever the re- 


sousht his weaknesses—or pos-; suit of the cry "Stop Grangel" 


On 


. even 
Sunday. 
hing very mu. 


ra!s a'lvautage is the fact that 
is tc be the first 
gam 0 
lor 


panthers this season. It also 
'•ens to be ihe first, 
game t 


The' Holy Cross Athletic Club! 


has orgar,iz:-d a 
strong 135 
!b. j 


football team and seem 
at this 


wri;irTz strong contenders, for the 


With Congressmen handlii 


baffled statisticians are un- j 


able to estima'te how much Jack American League champs will get; 


BARBERS IDLE SUNDAY 
The 
Kolinski 
& Birmingham 


Barbers football team find tliem- 


carloads of*seives without a game for Sunday. 


Negotiations 
that were pending 


j.; have fallen through. However be- 


th'- lo- 


lightweight championship of 
the 


Last Pundav this peppy organi- 


:-;;on o'' 
lr,r;;i 
h;ds 
held 
ihe 


strong Grauou Bulldogs to a 0 
to '.' u-. 
The Bulldogs had pre- 


i as their share of world's, series receipts. 
Average attendance 
a 


I V'asVnt'ro'1 baU D-"'K ;- '<-Z paid admissions and 25,769 deadheads. | *= 
I \. JO.I..U..D.. -Jd.. u 
... .-j y- u GU 
. to s.ar,. a busy 
season 
and [liey 


Senators will get the honor and the glory everlasting, but very 
j will make their schedule 
known 


little in the form of certified checks. 
For with practically every i later. 


spectator slipping past turnstiles on Annie Oakleys, gate receipts wiUj= 
—-^ 
=: 


shrink to size- of Scotchman's income tax return. 
j gaRHHinBaBMMmm^^H^a 


i:;ayed in Ohio by ihe visitors for : viously boat»n the Spencer A. C. 
liiP. hi-t six years. Alter their ap- 
: 2S ;o 
f>. 


penrcnce hore the Panthers leave | 
All the 


I'l'.ui. Chicago and 


having been rained out last Sun- 
day. 


Elyria Golfers 


Lose at Oberlin 


OBERLIN, Oct. 4.—Oberlin 


Golf club won from Elyria in a 
twelve man match on the Ober- 
lin grounds by a score of 17 to 
13. 


RACING: 
Meeting of Metro- 


politan Jockey Club, at Jamaica. 
Meeting of Kentucky Jockey Club, 
at Latonia. 
Meeting of Harford 


Breeders' Assn., closes at Havre 
de Grace. 
Meeting of Kenilworth 


Jockey Club opens at Windsor. 


TROTTING: 
Meeting of Grand 


Circuit opens at Lexington. 


BASEBALL: 
Opening of the 


annual 
series for the world's 


championship. 


AERONAUTICS: International 


race for the Pulitzer Trophy, at 
Dayton, O. 


BENCH SHOW: Show of West- 


ern French Bulldog Club opens at 
Detroit. 


FIELD TRIALS: 
Washington 


State field trials begin at Ellens- 
burg. 


FOOTBALL: 
Opening of the 


Canadian Rugby season. Harvard 
vs. Virginia, at Boston. 
Yale vs. 


North Carolina, at New Haven. 
Army vs. St. Louis University, at 
West Point. 
Syracuse vs. Alaba- 


ma, at Syracuse. 


BOXING: 
Midget 
Smith vs. 


Cooper, 6 rounds, at Brooklyn. 


' DEFHTSl 


LORAIN. Oct. 4.—All four lo 


cal elevens in the Lorain County 
Soccer league will get into actioi 
in league contests Sunday. 


Two local,games are scheduled 


in which the Gordons will stack 
up against the St. Pauls of Fre 
mont at Oakwood park, and the 
Magyars will meet the Blast Fur 
naces at Clinton street field. 


The National Tubes will jour 


ney to Amherst, where they wil 
play the Ohio Quarry eleven. 


With two victories in the Cleve 


land Soccer Legue already chalk 
ed to their 
credit, the 
Lorain 


Eagles, champions of that circui 
last season, will meet the strong 
Goodyears of Akron at Oakwooc 
Park, Sunday afternoon. 


The McKinley Midgets played 


the South 
Side 
Arrows on the 


alumni field this morning, at foot- 
ball, and defeated them IS to 0. 


Two touchdowns 
were 
made 


by Wm. Cox, and 
one by Bob 


Fauver. 
Any 120 pound junior 


team that wishes games should j 
see Bob Fauver. 


At New 
York—Jimmy Slat- 


tery, Buffalo, defeated Jack De- 
Laney, New 
York, six rounds; 


Yale Okum, New York, defeated 
Joe Cilvani, New York, 4 rounds; 
Joey Silvers, New York, won on 
a foul from 
Joe 
Click, 
New 


York, seventh 
round; 
Anthony 


Marallo, New Orleans, won from 
Billy Britton, 12 rounds. 


WELLINGTON, Oct. 
4.—Th 


Grafton Indians play the Welling 
ton A. C. here Sunday afternoon 


The Indians are known to b 


a powerful aggregation, while th 
Wellington A. C-'s have not ye 
gotten into play to demonstrat 
their ability. 
Rain prevented th 


gams set for last Sunday. 


Beaver, captain of the team 


who was to have an operatic 
which would have put him out o 
the game, will be in the Jineu 
Sunday. 
The others are old hig 


school or independent stars. 


TIME TABLE 


LAKE SHORE ELECTRIC RY. 
Time Table Effective Sept. 3, 1924 
Limlteds. east-bound, from Lora! 
to Cleveland—7:50, 8:50, 0:50, 10:5 
11:50 
A. M- 12:50. 1:50, 2:50. 3:5 


9-25, 10:2." P. M. 
Limlteds. west-bound- -fi:30, 8:3 


10:30 
A. M.: 12:30 2:00, 4:30, 6;3 


'Locals—4:25.: 6:25. 9:25, A. 


12-25. 3:25, 6:25. 3:25 P. M.: 12:25 A 
M • 4:25 A. M. and 6:25 P. SI. to Fre 
mont; 9:25 P. M. to Sandusky; 12:2 
A. M- *o Vermilion; 6:55 A. M- dail 
except Sunday. 


tor St. 


At. any rate, local CoJlegi.Ked 


ui.d Professional 
i'ootb;. 11 
fans 


will nave om; tasty morsel of grid- 
iron i'\'ist when 
these two ma- 


chines dig their cleats inio A'um- 
:i: Fiela Sunday. 


From all reports obtaiaabl-, the 


Panthers 
have 
a. great m a c h i n e 


being unusually proficient in ham- 
mering the line. In this style oi 
V'ay u:ty excelled in former y.--3rs 
and their ability 
in this ton mo- 


tion will be seen when they iace 
the Artk-rs. 


Shift Rc-Xcv.-c-cl 


Manager 'R cd' Jones has ;,usi 


recently resurrected ihe old Pan- 
ther shift which caused so much 
havoc 
to opponents 
four year.- 


ago. Following Jonas' 
orders u 


has be -n used 
in nil practice Ces- 


sions '"ris 
season and 
may be 


used against the locals. 


As the writer recalls this 


is a moclifiration of the 
fa' 


Minnesota shift. The usual ina-! 


conference behind 
the 
line 
of 


scrimmr-c^. In this position 
t h e ; 


signals and positions are quick!-.' 
assume" in the snap like manner. 


This conference stall may be 


held in one or more groups, 
ir.- 


ttead of just th1; backilr.'j par; 
:if the nnfnier. may bo calif.-cl b.'ick. 
• 


In eitiior case ih'j s h i f t is 'inick 
and cert a in. 
; 


Out of this group idea then, is ; 


no telling jusi 
how 
th'.: otu-nsc. . 


will form, it. may fly i:ro posrion 
from j-.ny ordinary tackle or iir,.' 
play or it may flash into a powfj- 
'ul unhalanctcl 
alignment 
v it;; 


weight concentrated at or.c point. 


This shift idea leads us vo OK- 


1'fve that Jones is playing possum 
and r.Vily hss his p'ev^n vt:'.i>'r 
wrapr, esnerlaiiy 
his backficld. 


'Fais ccrt;i;ni> Kppr-nrs to n^; the 
C-^.se r.1'. his backs do r.o; reii'.r.re 
this type 
of formation 
to 
ni(i>j 


them in advancing the bail. 


The probable starting 
iir, .-up 


for the game follows: 


TAXTHERS 


McDermolt. Heildb^rg 
L K 


"-"otter.. Wash. & Jeff 
i./j. 


Cain, Michigun 
L G 


Kail, Moorehouse 
C 


>Veiblc, Leliigh 
K G 


ames 
of 
ihe 
locals 


will he played away from home, 
due to the inability of the H. C'?. 
to locate a playing field in Eiy- 
ria. 


Tomorrow the H C's. play the 


Sparks, 
the 
snappy 
delegation 


from Lorain at Highland park at j 
2 : u O . 
Hi2hland park is located! 


at the 
westerly 
end 
of 
2Sth i 


street. Lorain. 
; 


If politician craves seat in Congress, voters must have seats in | 


ball park. 
And that is why world's series slice of Washington team j 


will be thinner than a flea's eyelash. 
'| 


Attending games will seem natural to Congressmen, who will j 


pry themselves loose from The pork barrel and 
group themselves j 


around the hot dog stands. Between innings they will make speeches. 


Influence of series on politics is enormous. If Senators win, Re- 


publicans will claim the credit as campaign asset. 
If team loses, 


Democrats will cite "Washington's flop as new evidence of administra- 
tion's inefficiency. 


We Have 


HE MAY GET JOB 


WHEN GIANTS ARE 


"OUT 
OF SNYDER" 


Last spring, while Eddie Roush,' 


star outfielder of the Cinci Reds, 
was a holdout, it was announced 
that "if Roush piayed baseball in 


fill his shoes. 


So there you are. 
• * * 


International league fans 


lieve 
that 
"Mickey" 


(above), Newark catcher recently 
purchased by the Giants, Vill be 
the man to succeed Frank Snydcr 


I or Hank Gowdy when one of 


j these veis steps out of uniform. 


The men In charge of the destin- 


1924 it would be as a member of | ies of the Western College Con- 
the Cincinnati team." 
The same j ference schools have gone far in 


came to pass. 
j their search, for competant officials 


There was a general belief at the j to guide their football teams. 
A 


time that Rouah was holding out; glance at the list of coaches for 
in the hope that he would be trad- j this season shows that. Only three 
ed to the Now York Giants aa the j of the men now tutoring Big Ten 
easiest way of satisfying his salary j teams are products of conference 
and other demands, 
| elevens. 


Roush has played the 1924 sea- j 
Here is the list of coaches, the 


son with the Reds now. There is \ teams they are piloting and the in- 
nothing to hinder a deal which j stitutions at which they won their 
would send him to tha Giants. And i own fame as tilayers. 
there is a well defined rumor afloat! 
Michigan—fiurry Up Yost, West 


now that such a deal is in the i Virginia and Lafayette. 
hatching. 
i 
Ohio State—John Wilce. Wlscbn- 


The dope is that McGraw is will- j sin. 


ing to trade three of his stars for j 
Minnesota—Bill Spaulding, Wa- 


ths scintillating centerflelder. And | bash. 
those three Giants are named — i 
Iowa—Ingwersen, Illinois U. 


Pitcher Rosy Ryan, Outfielder Irish ! 
Chicago—Alonzo StasjK, Yale. 


Meusel and Infielder Bill Terry. 
j 
Northwestern 
— 
Thistelwaite, 


The rumor is pased on for what: Earlham. 


it is worth. 
j 
Illinois—Zuppke, Wisconsin. 


These facts are known, however, i 
Purdue—Phelan, Notre Dame. 


McGraw has long wanted Eddie I 
Wisconsin—Ryan, Dartmouth. 


Roush on his ball club. 
Ke has j 
Indiana—Ingram, Navy. 


wanted 
more 
hitting 
strength. I 
Four of these mentors won their 


Roush is one of the best natural \ gridiron spurs in the east>—Stagg, 
hitters in the game and makes the i Ingram, Thistelwaite and Ryan. 
most of his opportunities when he i 
* 
* * 


gets on base. Irish Meusel's value: 
Yes, these are big days for the 


to the Giant team was not as great i Washington Senators. And bigger 
this year as last but he must be i than ever for Muddy Ruel, Roger 
considered a good outfielder and a ', Peckinpaugh, 
George 
Mogridge 


good hitter. Forced to fill a gap i and Allan Russell, four of Clark 
in center left by Roush the Reds j Griffith's hired help. They are four 
could use Meusel. 
jwho were given the tinware by 


i 
The Red's pitching staff failed to j Miller Huggins at one time or an- 


_^ 
. 
| live up to the high hopes held out' other in the process of "weeding 


Devine, ; for it this year. 
j out" his team. 


j 
And Manager Hendricks could j 
Oh, how hard it will be for those 


' use Bill Terry at first. Terry has if our birds to accept a split in a 


that are in first class mechanical condition and each car is for sale at reduced 
prices, and are just as we represent them to be. Each car has been in the hands 
of the original owner only. It will pay you to look at these cars before you buy 
-a cheap car. 


No. 1.-1923 Oldsmobile 4 


Sport touring car, disc wheels, motometer, 
bumper, spot light, stop light, extra tire, three 
new Silvertown cord tires, runs like a new 
car, sale 
price 


No. 2.—Five Passenger Studebaker 
Touring Car, good tires, extra tire, good run- 
ning condition, good top and (j* ^^C A/| 
curtains, sale price 
tDO£O»"" 


No. 6.—Dodge Coupe 


in good running order, general 
C^^lft 


condition fair 
.-.' 
- - - - «D£vJU 


No. 4.—Seven Passenger Chandler 
Sedan, good tires, bumper, motometer, spot 
light, extra tire, stop light, upholstering good 
condition 
Q&/?!J 00 
sale price : 
-.-— 
- «3O^O»"U 


No. 5.—Oldsmobile 5-Passenger 


Brougham, 3 new tires, bumpers, new paint, 
extra tire, motometer, heater, car in d*O £f A 
fine condition. Sale price 
aDOOU 


No. 3.-1922 Cleveland 


5 passenger de luxe touring car; 2 bumpers, 
mirror, extra tire, motometer, good tires, good 
top and curtains, a good buy, 
sale price 


b€- 


n 
v 
innelder. 
Jake Daubert, 


veteran first sacker, is booked to 
step out of a Cinci uniform before 


world's series while the Yankmen 
seek to get "duckets" on which to 
watch the game from the grand- 
stand. 


We can arrange easy terms on any of these cars, with ten months to pay. 
Com^eTu7prices with other used car prices, and make a comparison with general condi- 


tion of.same. Drive them, and you will buy. 
DUNN MOTORS 


\ 
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the Puurdtiase 


WELDING 


Brazing — Carbon Burning 


F. C. Ill'MPHRKY 
115 West Ave. 
Phon* 7501 


IMPERIAL KCRNITt'RE CO. 


PHONE Ut!53 
East Broad Street Bridgt 


12 Years in LlyrU 
UPHOLSTKRING, KKPAIK1NQ, 
CABINET WOKK. RKflNISHING 


JOSLYN'S UPHOLSTERING CO. 


Upholstering, 
Repairing. 
Cabinet 
Work, 
Reflnishing 
of 
any 


j 
Furniture and Billiard 


! 
Tables. 
Tele. 6414 
1H Grace Ct 
Elyria, Ohio. 


TYPEWRITERS 


UNDERWOODS AND I*. C. 
SMITH 
SOLD ON KENTAL. TERMS 
$3.00 TO $5.00 PER MONTH 


KELLEY TYPEWRITER 
SERVICE 


PHONE 2019 


FALL PLANTING PATS, 
PLANT NOW 


Evergreens and Peonies. 
We 
a so have a good variety of 
Shrubs, Trees, Vines and Roses 
for October and late fall plant- 
ing: 


OHIO NURSERY CO. 
1153 E. River St. 
Dial 316* 


Mo& Modem 
Plant in Elyria 
W R I G H T 
PRINTING SERVICE 
Chestnut and Tremont St*. 


Jntt North of Broad St. 


MODERN TL'ITION—EXPERTO 
CHEOE 


"ACST" MVSIC STUDIO" 


CUT KATE 


We Havt No Char»» Accouoti 
We *«ll for ca«h but cut the price. 


Orchestras now forming'. 
Get 
the ri^ht experience and become 
a performer 


53i Broad St.—Phone 9703 


CLEVELAND VIOLIN SCHOOL 
Studio, 131 Grace Court 
PHONE 36001 


MADAME J. REDMOND 


io"$fc-Faiml"t *nA Astrologer 
812 West Broad St., Elyria O 
Telephone 7841 


Consultation 1 to 4 p. m. Morn- 
Ings and evenings by appoint- 
ment. No Sunday readings. 


MoGCIttES 


PARTS FOB ALL, CARS 


WHEELS, TIRES. TOPS, WIJTD 
SHIELDS. HAESLER-8 SHOCK 
j ABSORBERS. 


Ill WEST BRIDGE STREET 
.Phone 22M 


Hundreds.of young people have learned shorthand and for one reason 
or another have gradually- lost out in the ability to use it. This class 
is being organized for the special purpose of a short review on the 
subject and to make it possible for such persons to regain a good 
working capacity in shorthand writing. Phone 2461 for information. 


ELYHIA BUSINESS COLLEGE 


JUST RECEIVED A SHIPMENT OF BOTH TYPES OF 


ATH-A-NOR FURNACES—(2 new types on display) 


Nothing better made; investigate the construction of either type be- 
fore placing an order for any other make of furnace. 
Get our plans 


and specifications for correct heat radiaiion. We also do all kinds of 
furnace repairing and spouting 


D. K. BEEDLE—355 Second St. 


LOST — FOUND — STOLEN 


LOST OH. STOLEN"—Red coon hound I FOR UKVT—J rooms house ,$18 mo. 


REAL ESTATE FOK RENT 


from Columbia Station. 
Reward 
c- $3u for return to Guy Goodman. 


WALK HELP 


East River. Phone 0714. 


FOR HE\T—5 rooms and bath, west 


bide. 1'hone 35UTo. P: K. Wurst.' 


WANTED—Man about age 26, with' 
u<i f'ascade St. 
car to work in one of our depart- . Risinger, 
ments. Must be a hustler. This de- 
partment offers splendid earnings 
for man who qualifies. 
Apply in 
person at the Heldmyer Hdw. Co. 
Ask for Mr. Creeper. 


FOR KENT—Modern house, , 
f> rooms. 
Inq. 345 12th St. 


ROOMS FOR RENT 


WANTED—AK«nts to se!l our re- 


liable cleaning fluid. 
Can easily 
make iive or six dollars per day. 221 
Kast Ave. 
* 


WANTED 


First-class press operators 
and assemblers. 
Apply at 


THE GENERAL PHONO- 
GRAPH MFG. CO. 
Elyria 
Ohio 


FOR. RENT—Furnished rooms, close 
in. Phone 37342. 
• 


FOR 
RENT—East 
side, 
pleasant 


.sleeping room. Call 3UC12. 
• 


FOR RJ£.\T—Furnished room, all 
cotiv 
Phone 35154. 
* 


BEAUTIFUL FLOORS 


For your old ones, let us show you how to improve the looks and 


value of your home—New Floors Made Perfect. 


"Satisfaction Guaranteed" 


LORAIN COUNTY FLOOR SURFACING CO. 


540 C. Street, Lorain, Ohio 


Lorain Phone 8023 


REAL ESTATE FOR SALE 


FOR SALE—G R. and B., slate roof, 
large lot, East Side. 
$35uO. 
South side, D R.., modern. $4700. 
South side, GPL, modern. 
$5500. 


Vv'e have several good buys in E. 
Heights. 
265S—PAT CROW—Open ETC«. 


FOR RENT—Furnished room. Xo, 2 


Crehore court. 
* 


| FOR RK.vr—Furnished sleeping rm. 


lii'.! i:^t 4th. rh.jne 3SS'J4. 


SPECIAL BARGAINS THIS 
WEEK 


6 R. & B., close to Middle Ave.. 
on 7th St.. modern home. Only $5,- 
3yO. 
$ioOO down. Must be sold this 
week. Owner leaving city. 
" R. &. B., gar., large lot, Park 


Ave. 
A gentleman's home. $10,500. 


T< rms. 


6 K- & B.. mod., close to Cleve. 
St. 
?4T5i\ 
J5''0 down. 


10 K., 2 B., mod., double, close in. 


Joo'iU^ 
Income »v UT mo. 
Four rooms and bath, close in, 
school, new stucco bungalow, oak 
floors, 
fire-place, 
alcove. 
$4500. 


?10UU down. 
We have a fine list of small and 
large tarms for sale or trade. See 


FOR KEVf—Pleasant room for 1 or us before you buy. 


9014. gentlemen. 
Close 
In. 
Call 


WANTED—2 all-around machinists. 


••vppb Oberliu Machinery Co., Ob- 
erlln. O. 


FOR RENT — Sleeping room. 
Gen- j 


tlonien o:.ly. ;'.!J East Ave. Rear.* | 


LIGHT HOUSEKEEPING ROOMS j 


m 
y 
FOR RENT _ Three 
unfurnished 
invalid 
conveniences. 


References required. 
Call at 051 ' ~_!ll__: 
Broad St. 


352 E. 


WANTED—Ambitious man. 
anent position selling trees, shrubs, j 
plants. Weekly pay. Xo delivering-. 
Experience unnecessary. 
Write iur 


terms-. Gene-see Nurseries, Rochest- 
er, N. Y. 


"WANTED—Harried 
man 
to 
run 
farm of 117 acres on shares. Well 
stocked 
and all necessary tools. 
Homer Schubert, Oberlin, O., R. D. 
2. 
* 


| FOR RENT—Furnished rooms for 


Perm- i 
'.'S^t housekeeping-; bath, phone, 


WANTED—Laborers at 123 Gulf St. 
Apply on job. 
* 


WANTED—Two salesmen willing to 
travel. Apply S p. m. to 10 p. m. 
Sat. niicht. 
304 Ely Blk. 
• 


WANTED—Paper hanger to hang 


union carpenter. 
Tele. 


and cabinet in kitchen. 
No 
children. 
Prefer to consider only 


people who 
will appreciate real 
home. 
Like rooms fur the winter. 
115 Chestnut or call at office In rear. 


FOR RENT—Furnished rooms for 


light housekeeping. 114 Grace Ct. 


FOR RENT—Two unfurnished rms. 


JJ1LL1AUS ifc CARPENTER 


Op<=n Evenings. 
Cor. Middle and Broad 
Tele. 2698 


WEST SIDE—CLOSE IN 


6 rooms, furnace, bath, electric. 
Fine condition S4500. Good terms. 
R. A. OSBORNJE 


20 Century Bldg. 
Phone 2172 


EAST SIDE 


6 rms. & bath, strictly modern, 
new paint, garage, lot 50xl3G. 56000. 
Terms. 


G rm. bung., close in on Cleveland 
St.. modern, oak floors, large lot I 
?G500. 
$1000 duwn. 


Close to Cleveland St., 6 rms., 
modern. 
54250. 
?1000 down. 
Close to Broad St., 6 rms., mod- . 
ern. oak floors, sta. tubs, garage i 
and chicken house 
S450U. 
j 


SOfTH SIDE 
Close to West 
Broad, 
8 rms., 
modern, oak finish, guod lot. $70uO., 
' rp „ _». .. 
* 


REAL ESTATE FOR SALE 


and kitchenette. 237 Howe St. 
Terms. 
Kast Ave., 6 rms., bath & elect., | 
—— 
—• 
• •-- 
'good 
condition, 
very 
large 
lot., 
FOR RENT-Funrnished light house . 54500. 
Terms 


U-»Pivnir rnnmt 
1 ?i rhf.«r 11 nr Kr « ! 
7 rms_ & bath, close to Middle' 


FOK SALE 


Practically a new 6 room 
house, bath, gas, electric 
and furnace. Lot 60x165, on 
Foster Ave. 
Worth 15000. 
Owner wants to sell, and 
will sell for ?4600. 


A new 6 room house, 
all 
improvements. 
Nice large 
rooms, fire-place and grate, 
hard wood finish. Fine lo- 
cation on West Ave. 
$5800. 


We would like more pro- 
perty to sell in the south 
part of town. 
We have 
several 
good buyers who 
will pay cash. 
If interest- 
ed, please list your pro- 
perty with us, at once. 


FRANK A. SMITH 


& BHO. 


201 Elyria Block. 


ELTRIA, OHIO 


FARMS FOR SALE 


"FARM LAND BARGAIN" 


10 acres of choice farm land, pav- 
ed road, fine location. 
$1600. 
A 
tmap buy. 


See R. G. BAUS CO. 
214 Elyria Blk. 
Phone 2987 


PULLETS 


Iot &°,u *re,,e:j:Pectins to buy Pul- 
L l,JfhIh ?all-,be sure to make us 
a visit betore buying. 
i ^e ?£ve, 80me of the nnest ln the 
Jana—the famous Tanered strain. 
Trap-nested stock. 
, 


We sell Jamesway Poultry House 
Equipment a^nd donkey's Buttermilk 


HALLWORTHT POULTRY FARM 
_v 
si°PJ°« Oberlin Road 
Phone 30163 
Biyria O 


WELDING—CUTTING 
FENDERS REPAIRED 


CARBON REMOVED, 
25c PER CYL. 


JOHN HOBDAY 
Si Broad St. 
PHONE 2956 


AUCTIONEER 


WARD TOLHtRST 


, Satisfaction Guaranteed 
Residence. Amherst, Ohio 
Phone Green 159 


Mail Address, R. D. No. 2/ 
Lorain, Ohio. 


CONTRACTING—BUIUHSU 
REPAIRING 


NO JOE TOO SMALL 
NO JOB TOO LARGE 


ESTIMATES GLADLY GIVEN 


B. J. STAPLETOJJ 
DIAL 3481 


FARMS FOR SALE 
I have a. large list to select from. 
One acre up to 500 acres. 
F. E. GILBERT 
Phone 2S19 
21 Redington BMff. 


FAKMS FOR KENT 


FOR RENT—100 acres fertile farm 
land. 
House. 
quire Mr. Anding at The Willys- 
Overland Co. 


two miles east of Court 
Will rent all or part. In- 


MISCELLANEOUS FOR SALE 


FOR. SALE—Silo, 10x26, eood con- 
dition Phone Oberlln SBO-W. 
* 


FOR SALE—Peninsular furnaces & 
New Process stoves. E F. Whit- 
ney & Sons. Phope 2470. ' 


FOR SALE—Electric fixtures for 
your home, get our prices. Rig" 
bee Supply Co. Phone 2824. 


FOR SALE—A real bargain. 10 hoe 


Buckeye grain drill with grass 
seed 
attachment. 
No 
fertilizer. 
Call, phone 30633. 
• 


FOR SALE — Household 
furniture, 
reasonable, including1 dining room 


outfit, bookcase, washing- machine, 
dressers, beds, etc. 
Second St. 
Inquire 354 W. 


FOR SALE—Fln9 Old violin and bi- 
cycle, with two new tires. 237 
Fairlawn Ave. $15 each. 
* 


FOR SALE — Large oak library 
table, unusual bargain. Imperial 
Furniture Co., S2 Broad St. 


FOR SALE—Large family Catholic 


Bible. 
Fine condition. 
/Phone 
35S22. 
, 
• 


BUSINESS OPPORTUNITIES 


FOR SALE — Complete restaurant 
equipment. 110 Middle Ave., Ely- 
ria. 
« 


GARAGES FOR RENT 


FOR 
SALE—Model 
90 
Overland 
country club roadster, $50. 
Ph. 
8243. 
* 


FOR RENT—Garage. 1107 Middle 
Ax*e. 
* 


FOR RENT—Garage, 13th St. alley. 
Phone 9853. 
• 


FOR SALE—POULTRY 


FOR SALE—Matured pullets; Wyan- 
dottes and Anconas. Baker's An- 
cona Farm. Phone 30428. 
FOR SALE-Rhode Island Reds, pul- 
lets 
Priced reasonable 
Geo R 
Smith, Case Rd. R. D, 3, Elyria. • 
FOR SALE—10 R. I. Red breeding 
cockerels, April hatched, price ?3; 
a few from a. pedigreed male at $5 
each. Bred from heavy laving-, fine 
colored hens. 


H. G. STACEY 
N. Ridgeville, 0., Elyria phone 40201 


AUTOS AXD ACCESSORIES 


FOR SALE—1923 model four-door 
Ford sedan, good condition. Cash. 
Phone 36324. 


FOR SALE — Beautiful 
two-tone 
walnut dining room set, cost S350, 
used only four times, will sell $175; 
Direct Action Lorain oven, regulates 
stove, almost new, $50; one breaK- 


i fast set, ?S; pictures, rockers and 
wash stands. Phone 6611. 
• 


1 
keeping rooms. 


FOR RUNT—4 rooms, bath. 


7424 or 41G Kenvon 


FOR KENT—Furnished light house 
rooms for rent 
445 E. 


Box 
60S Chron.- 


WA.NTED—Man to work on farm. 
Phone 36112. 
* 


FEMALE HKLP 


WANTED—Women to paint Lamp 
shades for us at home. 
Easy 
pleasant 
work. 
Whole 
or part 


time. 
Address Nlleart Company, 


3441.), Ft. Wayne, Indiana. 
* 


WANTED—Maid fnr frfneral house 
uork. 
Must understand cooking:. 


Recommendation 
required. 
301 


Washington Ave. 


APARTMENTS FOR RENT 


FOR RENT—Furnished apartment, 


124 Chestnut St.* | 7 


i Ave.. newly painted and decorated, I 
Call double garage. 
$37.10. Terms. 
| 
WEST SIDE 
i 


2 family modern house, close to i 
Furnace St., double garage, large ' 
lot. 
$6UOO 
JlOOl) down. 
Close to'Lodi St.. 6 rms. & bath,; 
modern, newly painted, in very good ! 
condition. 
$45uO. 


Close to Lake, 6 rms., modern 
home, with steam heat, lot 50x165, | 
will paint to suit purchaser. 
$5000. I 


FOR SALE—Fresh sweet cider Sat. 
and Suh. Schoepfle Orchard, Stop 


6 1-2. Phone 30769. 


FOR SALE—White kitchen cabinet, 
$9. Phone 386S3. 


FOR SALE—Ivory reed buggy, $9. 
Phone 8213. 
• 


with bath, modern. Phone 5732 Good'lerms. 
1001 Kast Ave. 
»| 
Be]I Ave 
close to Lake Ave _ 6 > —~ 


rms., furnace, bath & elect., oak *UK- 
FOR RENT—Lower suite of rooms, \ 
modern, furnished complete. 110 I 


SALE—House. 
Price right. 


work, lor! 
Will trade. Terms. Phone 42214.* 


FOR RENT—Suite in Jackson Ter- 
race, 
Adults Inq. suite a, 2514.* 


Near Lake Ave., 6 rms., modern 
bung., with garage. 
54750. Terms. 


SCOVILLE & RASOR, 
Real Estate & Insurance, 


803 Lorain County Bank Bldg., 
Phone 3177. 


2 6 
FOR SALE 
room dwelling's, Bell Ave., 


WANTE1J—Girl for general house- 
work in Cleveland, Rood home, 


$10 per week. BOX 697 Chron.-Tele.* 


FOR RENT—Lower suite, 105 Grace j 
Ct.. heat f urn., 5 large pleasant j 


" ' °ara=e' 
Phone FOR. SALE—Homes In all parts of j of_Cleveland street". 


All modern con- 
near Yellow line, 
veniences. 
10 rooms and bath, south end, Ige. 
lot, double garage. 


6 rooms and bath, east side, north 


2iii'J after b p. m. 
FOR RENT—Apt., No. 307 16th St. j^, 
353 Bro'ad Street*111' J°hn Murbach,' vestment, see us"and save money. 


the city from the cheapest to the ! 
Larpre house with all conveniences 


WANTED — Can 
you 
embroider? ; 
Women to embroider linens for i 


Us at home during ^pare time. In- 
i 
formation 
upon request 
Belfast i 


Company, Dept. 72S, Huntington. 
Ind. 
* 


AGENTS WANTED 


AGENTS WRITS FOR FREE 


SAMPLES 
Sell Madison "Better-Made" Shirts 
for large manufacturer direct to 
wearer. 
No capital or experience 
required. 
Many earn $100 weekly 
and bonus 


MADISON MILLS 


6S2 Broadway 
New York 


BOARD AND ROOM 


Some with very easy terms. I o.i Lake Ave. 
Lot 131x225. About 
arc looking- for a home or in- 1-2 mile from corporation line. Gas 


well and small barn, suitable for 
double garage. 
R. G. CALS CO. 
Real Estate & Insurance 
See us for cheaper auto ins. 
Phone 2967. 
214 Elyr;a, Bik. 


FOR REVF—Room and board, $S; 
table board, $G; all conveniences. ! FR SALE- 
-55000. 
7 room home, 


W. 2nd St. 


OFFICE SPACE FOR RENI 


* | 
south side, close in Require $1,- 


000 down. Box 094 Chron-Tele 


FOR RENT—Office rooms. 
Cheap- 
side. F. E. Gilbert, 21 Redington 
Bldg-. Phone 2S19. 


Lots on Lorain Boulevard, Dewey 
Ave.. and Bell Ave. 
THE ELYRIA REALTY CO. 
Fire and Tornado Insurance 
210 Masonic Tpl.—Phs. 2260 or 3170 


FOR SALE—Six rooms, electricty, 
1-2 acre._at Ridgeville. 
$400 in., 
Payable an- 


BEAL ESTATE FOK RENT 


FOR RENT—20 rooms and 2 baths, 
on Clark, suitable for 2 or 3 fam- 
ilies. Will rent to one or more par- 
ties. 
Very reasonable. 
Call Mr. 


Silpe. Fay Co. Phone 2S97. 
FOR 
RENT—Now 
vacant, 
large 
house, close in & fine location for 


REAL ESTATE FOR SAJJS 


WE buy, sell, rent and manage real 
estate of all kinds. See us if in- 
terested in either buying or selling-. 


S. J. r.KOHGE. TAYLOR A CO 
ville Center. 
Phone 26S!i 
Lorain Co. Bank Bldg. i mer's Store. 


FOR SALE—Real bargain, G room , , 
home, large ban;, chicken coop, balance *Ja per mo. 
spring and cistern wattr, rich gar- nually if desired. 
den soil. All kinds of fruit. 
Stone 
road. G mi. from lilyria.. 
Will sell 
or trade for city property. 
Offer- 
ing at sacrifice. 
Box 620 Chroa.- 
! Tele. 


FOR SALE—7 rm. house, 1-2 acre 


lot, _near carline, 1-2 mile Ridge- 


?2500. 
Inquire Bom- 


C. A. COX 
242 Second St. 
Phone 2401 


FARMS FOR SALE 


EASTERN HEIGHTS 


6 rooms, furnace, bath, electric, i 


"FARM BUY" 
125 acres on paveQ road, 2 sets 
bldgs., 6 A. apple orchard, good soil. 
9 cows, crops go with place. 111,000. 


FOR 
SALE — Beautiful 
Imported 
flannels, plain colors and plaids. 
For appointment call Mrs. Hall, 310 
3rd St. Phone 2677, 
• 


FOR SALE—Frosted brown 
baby 
buggy. 


38561. 
Good condition, ?10. Ph. 


REMODELING SALE 
USED FORD CARS 


Tourings, Roadsters, Coupes, 
and Sedans. 
All cars in good 
running 
shape. 
Most 
cars 
have been reconditioned, and 
repainted. 


SEE US BEFORE YOU BUY 
A USED FORD 


SI3IPSON MOTOR CO, 
Phone 2822 


FOR SALE — Dodge sedan, 1923 
model, type A, excellent condi- 
tion, spot light, rear and front 
bumpers, seat covers, all tires near- 
ly new. Has been run but little 
over 10,000 miles. 
Might consider 
late model Ford coupe in part pay- 
ment. Phone 5983. 
* 


JJEGA1, NOTICE* 


LEGAL NOTICE 
On and after this date, I shall 
not be responsible for any debts 
contracted by Ada R. Mack, my 


_ 
i 


FOR SALE—Grapes, stop 10, Graf- 
ton Line. Phone 40364. 


FOR SALE—Rhode Island Red pul- 
lets, May hatched. 39S Woodland. 
Phone 36553. 
• 


FOR SALE—20 pure bred Delaine 
rams, good shearers, eligible to 
register. 
Prices reasonable. Geo. 
I. Baker, Birmingham. 
* 


wife. 


10-4-11-18, 


AUGUST E. MACK, 


1S41 
Middle Ave. 


LEGAL NOTICE IN DIVORCE 
Case No. —1(*U4 
John KowalskS, defendant, whose 
place of residence is to the Plaintiff 
now unknown, will take notice that 
on the llth day of September, A. D. 
1924, the undersigned Plaintiff filed 
her petition in the Court of Com- 
mon Pleas. Lorain County, Ohio, be- 


FOR SALE—Peninsular base burn- 
ner, good condition. 


S8S1. 
Cheap. 
Ph.* 


FOR SALE—New "Standard" drop- 
head sewing machine, $35; new 
"White" rotary drop-head, $35; 7- 
drawer 
box-top 
"Standard," 
like 
new. $15. 


When we repair your sewing- ma- 


chine, we guarantee it same as new 
or no charge 
We have a complete 
repair outfit ot poM-er table, special 
tools and have had 40 years' experi- i 
ence in this line of work. 
That 
means something- to you. 
C. A. COX 


242 2nd St. 
Phone 2401 


txtrerne cru«jjij, i..m . 
. , 
,,1-, 


for the custody of minor cnildren 
and equitable relief. Saul case win 
be for hearing on and after the 27th 
day of October, A. D. 1024. 


ANNA KOWALSK1, 
Plaintiff. 


Attorney, 


9-13-20-27 10-4-11-18. 


T.T 


oak, garage. 
StiOOO. Good terms. 
R. A. OSBORNE 


HERE IT I««! 
j Will trade city property. 


55000. 
Cleveland St, 
8 rooms, 1... _. 
SeeJR. G. BAT/'S CO. 


bath, elect., oak. 
?SOO 


20 Century Bidg. 
Tel. 2172 


room or rooming- house; also j Cambridge, 
bun 


-------- 
* "~ 


Oxford, 6 rms.. strictly mod., gar., i 


fine 
cond.. seeing 
is believing. ' 
?5000. 
$1000 down. 


furnace. 
down. Bal. as ront 
R. A. OSBORNE 


20 Centurv Bide. 


214 Elyria Blk. 
Phone 2967 


5 acres, black garden soil, near 


<„ 


cabinet, storage A battery. 
phones 
and 
tubes. 
Inquire 203 
Broad St. or phone 38781. 
FOR SALE—Snow apples, 75c bas- 
ket. 
F. R Eckler, 1628 Lake Ave. 
Phone 35072. 


vacant 
apartment. 
Have stores, 


g-arages for rent. 


.1. D. VAN KKtJREN 
307 Masonic Temple 


2103 
or 37244 


FOR RENT— 14 R. house, Middle 


rms.. 


SUBURBAN HOMES 


3 R. cottage, tr.irngc, hen house, 
white! nearly 1-2 A. land with young f r u i t I 


Phone 2172 , Birmingham, on stone road "6 rm. | 


house, barn, garage, 1-2 A. straw-1 FOR 
SALE—Lloyd 
in 
Loom 
frosted | 
also • 


ATTACHMENT 
John Wellert, Plaintiff, vs. 


Minnie Delrymple and Steven T. 
Delrymple, .Defer'dan is. 
Before S .T. dc^.r•;,-•. Justice of th 
Peace of Elyria Township, Lorain i 
County, Ohio. 


Said daiu.ulants are hereby notlft* 
ed that said Justice issued an order 
of attachment in the above entitled 
cause, for the sum. of seventy-thre,e 
and 48-100 dollars ($73.48) with in- 
terest at six per cent, from Mav 3, 
1021, 
on the 24th day of September. 


1924. 
and said cause will be heard 
on the 10th day of November, inil. 
JOHN WELLERT. 


Pl.iintiff. 
CYRIL J. MAPLE, F. M. STEVENS, 
Attorneys for Plaintiff. 


enamel fin, mahog-any drs . oak 'started, sood garaen soil, located "n rpnturv nirt'e- 
flrs. up and dwn.. gar. Call us o n - near Elyria. 
Price ?2100. 
I 
ientur> i,mgr. 


R. A. OSBORXEPhnn» 
.Phone 


I 41754 or 435 Clinton Ave. 


this one. 


Off Furnace. 7 
rms., bath, elect.. 


10 A.. 6 rm. house, newly painted 


and decorated, furnace, g'ood well ! 
cem. cellar, hot and cold water, 
< and cistern, convenient to car line, 
slate roof, newly papered and' Price $3250. 
painted. 
$3000. 


"FARM BUYS" 
"4" acres. Oberlin, 6 room house, 
new 
poultry 
house 
22x50, 
fruit. 


FOR SAL-E—-Two medium wool ram 
lambs, also young- pigs. 
C. T. 
Wlnckles. 


LEGAL NOTICE 
Auditor's Oflice, Lorain County. O., 
Sept. 12, A. D. 1024. 


An exclusive suburban home, 7 j Trade for Elyria property. 
MICELLANEOU3 WANTS 


to do. 
39092. 


V«rv 
ry 
Ave., arranged for two families. ! Dewey Ave.. f> rms.. bath, fur., alert.., rms., bath, with all modern city! 
"IS" acres, near Oberlin, 'paved, 


2 baths. Phone 36454. 
* j gar. big- lot, newly papered and 
> conveniences, located near Elyria rcarl, 7 room house, 2Sx45 barn, all i 
,— ..— 
painted Barg 
S3500 
Terms. 
i on car line, choice location, can be kinds of fruit, some woods. A real I 


FOR RENT—Huuse, seven rooms. Spruce St., new up-to-date. G rms. 
> purchased at a price less than ori-I buy. 
S4000. 
Terms. 
I WANTED—To rmv Immprtintplv 12 
bath. Call at 140 School St. 
* 
dbl. oak firs., fire-place. .sta, _ tubs.; final tost of house. 
| . .'.'IS" acres, 5 room house, other! f^ndr^sui^ an" 12 tuxedoes 


FOR REVT—Seven room house, gar. 


On Eastern 
Heights Boulevard. 


Phone 38658 


FOH. KENT—Good home, modern 
conv., reasonable. 
Call at 
lOOfi 


Middle Ave. 
* 


FOR 
RE>"T—Furnished 
house. 
6 
rooms and bath. 
Garage. 
Call 


85673. 
• 


gar. Will go quick. WOO. Terms. | 
A farm of 132 A., extra good ciders bMgs., Stone road, good tiled land.! William T Bfhr Oberlin Ohio 
15 A, between Oberlin and Wake- [ and soil, located in Ashland county, $3200. 
Terms. 
i .__"_am ^- ^enr. UDerun. unio. 


man. 
9 rm. hruse, burn, srood lo- 
catioa for filling- sta. and store. 
Will trade f'T city property. 
FICKLE.SIMEU & \VM1T.VK1 
2SC4—C5333—33 Century Flic. 


to exchange for blyria property, 


- 


SI* Elyria Sav. & Tr.jst Bldg 
Phone 2455 


FOR SALE—First lot east of 


FOR SALE—6 room house, modern 
Martin's new home on Kaster 


conveniences. New furnace, gar- [ Heights Blvd.. east of Park Ave. 


cien. 
S4400. 
SlOftO clown. 
Owner. Bargain. Johsnn I'etersohn, Tailor. 


_ '50" acres, 4 1-2 miles from Ely-I WANTED 
A cheerful home 
and 
r;a, payed road, got.d house, large > g0od care for aKed and |nvalid 
barn, silo, other bldfirs.. plenty o' nerson*? 
ROX r.'il rhrnn -T?1p 
« 
fruit. 
?9000. 
Will trade 
' persons- -"ox •">•> <-nron. leie. 


"r~77 
r't^C acrfs> «reat bargain. 2 sets WANTEU—Washings and ironings 


f/rn tradLdeOn]^*!l7o8Od' ^P^' ^ 
to d° at home' Phone 37271' 


Box G91, Chron.-Tele. 
Loornis. Phone !'C01. 


See us and save money. 


R. G. BAVS CO. 
Phone 2067 
Elyria Blk. 


WANTED—Young: couple to 
live 


» In the Matter of SlPter 
Ditch Improvement No. 138 
Petitioned for by John Frcy, et al. 
To Nicholas Frey, Jacob & Mary 
Jarcsak, James Varga, James and 
Anna Ciocia, A. G. Evans. Nancy K. 
Wfulsworth and Edgar Ijoelt-s, ;ire.-- 
ent addresses unknown, and to all 
owners of land affected by the pro- 
posed improvement: 
You and each of you. are notified 
that on the 9th day of Sept.. l'jJ4. 
the above named petitioner and 
others filed a petition with the 
Auditor 
of paid county for 
the 


cleaning- of a ditch on th^ following- 
course and termini, to-wit: 
Commencing: 
At F.ridgre 391, on th" mills 
rosd. in lot 13. Avon Villas*; 
northerly slnnT tbr w<-«t 
with us. 
Write for particular*. 
tlienr* northerly »l"nT tbr w<-«t 
Box 690 Chron.-Tele. 
* ' 
side of the Avon Belden Road to 


POLLY AND HER PALS--BY CLIFF STERRETT 


Scrvict. tnc. <jrt»t Bnnla nr>» fowirf. 


Chimney sweeping and re- 
pairing. We sweep from top 
to bottom. Furnace clean- 
ers, eave troughs cleaned 
and repainted. 


A. J. RICE 
R. J>. No. 1, 
Elyria, O. 
Phone Roehf Oil, 3141 


a. culvert near the land of Fay 
E. 
Potter; 
thence 
easterly 
across said road and the land of 
Leslie and Garnet Fitch, Royal 
P.. Fitch and Peter Nissen to the 
French 
Creek 
Main 
Ditch: 
thence 
northerly 
along 
said 


ditch to a good and sufficient 
outlet. 
It. is claimed the Improvement 
•will affect property owned by you. 
You are therefore notified that the 
Board of County Comni'^gtoners of 
said Lorain County ha- - fixed the 
7th day of October, IsiiM, at ten 
o'clock A. M.. at the upper terminus 
of the Improvement, as the timu for 
a view thereon. 
Said Board have also fixed the 
14th day of October, 1924, at ten 
o'clock A. M., for the first hearing 
on the petition, at their office in the 
Court House, Elyria, Ohio. 
iL H. WELTY, 
Auditor. 


9-27 
10-4. 


LEGAL NOTICE 
Auditor's Office, Lorain County, O. 
In the Matter of Abbe 
Pitch Improvement No. 139 
Petitioned for by H. J. Neipfoot, et 
a!. 
To T. R. Wilford, Letta Webster, S. 
E. Dyble, J. A. Morrison. Michael 
Tepsic, Geo. W. Smith. John Zalip- 
ski, Rella Reynolds, Andrew "Wyk- 
rc-nt, T. II. Davis, Geo. Wykrent, 
Andrew Arakellan. E. J. Sweeney, 
- 
T H. Taylor, L. F. Bortscht, Janie 
Stacey, John J. Smith, Armen Kur- 
jian, Mabel Pickcl, C. B. Patterson, 
Geo. 
Hignett, Stanley Klesta, Louise 
Bernhard, John Driscoll, Raymond 
Avins, L. B. Stang, T. M. Taylor, 
Gladys D, Kay, E. L. Hunter, Jos. 
Davis, Dennis Robinson, Florence 
•McMillan, B. T. Duffy, Felix Rasky. 
Lillian M. Davies, E. S. Danver, and 
all owners of land affected by the 
proposed improvement:— 


You, 
and each of you, are nptified 
that on the 8th day of Sept., 1924. 
the above named petitioner and 
others filed a petition with the 
Auditor of said county for 
the 
cleaning or tiling of a ditch on the 
following course and termini, to- 
-vvit:Commencing on the east side 


of Abbe Road at the outlet of 
the sewer about 100 ft. north of 
the Cleveland-Elyria Road, in 
Original Lot 22, Elyria Twp., 
near sub-lot No. 1 of the City 
Farms Allotment; thence north- 
erly along the east side of the 


Abbe road to a culvert crossing 
said road, or to a rood and 
sufficient outlet. 
It is claimed the improvement will 
affect property owned by you. Tou 
are therefore notified that the Board 
of County Commissioners of said 
Lorain County have fixed the 3rd 
day of October, 192t, at tea o'clock 
A. M.. at the upper term!nu« of thft 
improvement, as the time lor ft Tleir 
thereon. 


Said Board have also fixed th* 
10th day of October, 1324, at tea 
o'clock A. M., for the first hearing 
on the petition, at their offlce in taa 
Court House, Elyria, Ohio 


M. H. WELTY, 


10-4 _ 
Andltgr- 


TIMES FOR HOLDING COURTS 


It is ordered that the time ot th.« 
beginning of the terms of the Courts 
of Appeals of the several Counties 
in saSd Loratn County on the 6th. 
day of April and the 21st day ot 
September. 
Medina County on «M» 
13ih day of April and the 16th day 
of September. 
Summit County oa 
the 20th day of April and the Stfe 
day of October. Wayne County oa 
the 27th day of April and the SStfc 
day of September. 


Said terms to begrin at 10 
A. M. 


September IGth, 1324. 
ROSS W. FITNK 
W E. PARDEE 
C.'G. WASHBORI?, 
Judges. 
THE STATE OF OHIO, 
LORAIN COUNTY, SS. 


I, Mabel Marsh. Clerk of the Court 
of Appeals, within 
and "for said 
County, do hereby certify that th» 
foregoing is a true copy of the order 
fixing ths times of holding ConrU 
of Appeals for tbtt year 1925. 
In witness whereof, I have here- 
unto set my hand and affixed th* 
seal of said Court at Elyria, Ohio, 
this( 13th day of September, A. B! 


MABEL MARSH. 
Clerk of the Court of Appeals. 
By H. C. SIPPEL. 
(SEAL) 
Deputy Clerk. 
9-20-27 10-4. 


Try an a' In the 


Te! -jram want colnnme* 
LESNICKBROS. 


will buy your 
CATTLE 


Phone 2143, Elyria 


310 Furnace St, 


Clayton H. Sooy 


AUCTIONEEE 


Office, Billings & Carpen- 


ter Real Estate 
PHONE 2698 


No Sales Too Large or Too Smatt 


B, P. CLARK 


Graduate of Auctioneer's School 


of Davenport, Iowa 


My Territory Is the Earth 


BnsJness Calls at My Expense 


Phone 804-W. R. D. 2, Oberlin, O, 


AKRON 
MEDINA 
ELYRIA 
MOTOR COACH SERVICE 


Latest Type Reo And Stndebnker Coaches 


Eflffcctive Sert. IS, 1924. 


Westbound—Portage Hotel 


Mallet Litch.- 
!>a- Arrivs 
Creek field Penfield Grange Elyria 
S:40 
9:55 3:10 
9:20 9:40 


11:40 
11:53 12:10 12:20 
12:40 
3:10 
3:25 3:40 
3:50 
4:1» 


6:40 
6:55 7:10 
7:20 
7:49 


Young's 


Akron llontrose Cor's Medina 


7:30 
A.M. 
7:50 
8:05 
S:25 


10:30 A.M. 
10:50 11:50 11:25 


2:00 
P.M. 
2:20 2:35 2:55 


5:30 
P.M. 
5;50 6:05 
6:25 


Eastbound—Motor Terminal 


Litch- 
Mallet 
„ 


Elyria LaGrange Penfield 
field 
Creek Medina, Cor's 


20" 4. M 
,"'40 
7:50 8:05 
8:20 S:30 S:50 


20 \ M 
10-10 
10:50 11:05 
11:20 11:30 11:50 


30 PM 
2:10 2:20 2:35 2:50 
3:00 3:20 


20 P.M. 5:40 5:50 
6:05 
6:29 6:30 6:50 


Young's Mont- Arrive 


rose Akron 
9:05 
9:30 


12:05 
12:30 


3:35 
4:00 


7:05 
7:30 


This coach service makes an excellent connecting link between trans- 
portation lines at Elyria and Akron. Also makes good connections at 
Medina for Lodi, Leroy, Ashland, Mansfield, etc. 
Fares ?1.T5 or |3.75 
round trip. Running time 2 hours 10 minutes. 


TODAY'S BEST STORY 


THE CLEVELAND VIOLIN 


SCHOOL 
Students prepared for concert. 
Orchestra, Teaching, 
Moderate 
Tuition; 
Private 
Instruction; 


Student Orchestra. 
Studio, 131 Grace Ct-—PS. 36001 


At Absolute Auction Sale 
750 MACHINE TOOLS 
$500,000 Worth of Auto Paits, Accessories, 


Small Tools, Supplies, Etc. 
SURPLUS STOCK 


The Willyn-Ovcrlnnd Company ha* Instructed us to »cll at 
Peremptory Public Sale, the surplus Machinery and Obsolete Equip- 
ment now on htind. The machine tools ore aurpla» from tkelr Ety» 
rln, Tontine, Toronto, mid Toledo plants, and have been eoB»oH- 
ilntcd nt Elrrin and Toledo. The sale Trill commence at the Willy*" 
Overland riant 


at Elyria, Ohio 


TUESDAY AND "WEDNESDAY, OCTOBER 21 A>T) 22, 19SI, 


AT 10 A. M. 


And comprise* 400 Machine Tools, including Screw Machine*. 
Boring Machinew, Mcfal SUWH, Automatic Screw Machines. Grinders 
of ever?- dcicriptlon. 
Turret, Screw nnd Engine Lathes. Mliliaf 


MnchinoH. Profiles. Presses, Electric Welders, Balance Mncfclnes, 
Woodworking Machinery, Drill Presses. Office Farniturc aad Fix- 
tures, etc. And will continue at the WUlys-Orrrland Plant 


at Toledo, Ohio 


THURSDAY, OCTOBER 23. 1924, AT 10 A. M. 


Comprising 360 Machine Tools, including Drill Presuwe. Radial 


and Mulli-Kpimlle Drills, Cnt Off Machines, Die Making Machine, 
Slotters, (irindcr-i. Borins: Machines, Heavy presses. Rolling Ma- 
chines. MIJlcvs. Automatic Screw Machines. Turret and Engine 
Lathes, £>henrs. Woodworking Machinery, inclndinft Borinsr 3HH»t 
Sanders, Shnpers. Band, Rip and Cut Off Saws, Tcnenow, Router*. 
Etc. And will conclude 


FRIDAY, OCTOBER 24, 1924, AT 10 A. M. 


Comprising Small Tools, Accessories, Supplies, Etc., ineladln* 


600 Tons of liar, Hoop and Band Steel. 60.000 Gross ol Machine ox* 
Wood Screws, Grinding Wheels, Bracing Mills, Large Quantise* »f 
Drills, Heaincrs. Milliajc Cutters. Etc.. Electrical Eqmlpment, Kith 
Speed Steel, 40,000 Pounds Brass and Copper Rivet*. Bolts, >«t». 
Conduit and Wire, Pipe Fitting*. Paints and Varnishes. Cpfcol»tertr» 
Supplies, Leather Cioth, Tncks, Hardware. Gla»«, about »{M>00 Fe«t 
Pattern Lumber, Foundry Supplies. 9100,000 worth of Ball *n* 
Roller Bcarh.fc*. Ant« Electrical Eqnlpracnt—Starters, Generator*, 
Switches, Belting, Millwright Material, etc.. Complete ZTMU a»€ 
Repair Parts for the products of the followlnic -weJI-knoWB Ant** 
Part Manufacturers: Stewart Warner, Auto LHr, Sr»«Vter C»rb»- 
retor. Continental Motor Parts. Gray A Oarla. Kellon; Mf*. Cft* 
KinKston carburetor. Zenith. SJrombcrs and Ttiluton C*rt»r««»« 
Bnnxch .V Kcnir Macneto. etc. 
Illnsfrnted cnt:d<>Knc wltli Itemterd JescrtfrtloR and *U jarnes- 


lar* mailed upon npv'lention t* 
Samuel T. Freeman & Co., Auctioneers 
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